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A Connecting Pin Between a Trailer and Tank Dropped Out. The Heated Engine Started a Gasoline Explosion When 
the Trailer Rammed the Rear of the Truck, and the Force of the Blast Disabled a Section of the Railroad Signal System. 
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‘Town or on the Farm 


HE Barton Pump has revolutionized fire fight- 
In villages and small towns it is rapidly 
equipment. 
large cities it saves the big pumpers, responding to 
all calls and putting out most fires unassisted. 


ing. 


replacing inefficient chemical 


You can save your community hundreds of 
dollars in first cost and still have the finest 
of fire pumps by insisting upon the Barton. 











First, the Barton Pump itself is not expensive. 
Second, with a Barton no special, high-priced 
fire truck is needed. Any standard commer- 
cial chassis can be used —without costly 
changes, special transmission, etc. As shown 
above, the Barton mounts on front. It is 
driven by the motor in positive manner, using 
a patented principle absolutely dependable. 
Very definitely will it pay you to know Barton Fire 
Pumps. Write for FREE Bulletin 75. AMERICAN 
STEAM PUMP CO., BATTLE CREEK, Mich. 


BARTON 


CENTRIFUGAL..FRONT-MOUNTED..FIRE PUMPS 


In 





















These 350, 400 and 500- 
gallon Barton Pumps meet 
all Underwriters’ require- 
ments. 


Kindly mention Fire ENGINEERING when writing advertisers 
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Pumps Clean or 
Dirty Water at 
High Pressures 


The Barton Fire Pump is a 
centrifugal, large - capacity, 
high-pressure type. It pumps 
clean or dirty water from any 
source—city hydrant, booster 
tank, river, pond, cistern or 
stock tank (as shown above). 
Five sizes are offered from 
100 to 500-gallon capacity. In 
only a few hours’ time any 
good mechanic can attach a 
Barton Pump to a truck now 
in service. It can also be 
furnished with complete new 
apparatus. 
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THE HOSE IS 
OUT OF ORDER, 


GRAHAM / 








A copy of this cartoon, autographed by Ed Wynn, the Texaco 
Fire Chief, will be sent to you with the compliments of The 
Texas Company, makers of Texaco Fire Chief Gasoline. Please 


address your request to The Texas Company, Room 1811, 





135 East 42nd Street, New York, N. Y. Be sure to indicate 


the room number. 








We shall appreciate your mentioning Fire ENGINEERING when writing advertisers 
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Milwaukee, August 21-24, for the 
annual convention of the International Asso- 
ciation of Fire Chiefs. 


@ There certainly is no gathering of greater 
interest and importance to the fire fighting 
profession as a whole, this year particularly 
when so many problems of vital concern to 
fire chiefs and the communities they repre- 
sent are crying for solution. 


@ It has been said that when Greek meets 
Greek they open a restaurant. Well, when 
Fire Chief meets Fire Chief they open a 
mutually helpful discussion — and that's one 
of the reasons why it pays to attend con- 
ventions. 


@ So, on to Milwaukee! 


Hii Potion 








By Robert H. Lockwood 


Forest Fire Protection and "All Chiefs’ Session Featured at New 
England Chiefs’ Convention (Illustrated)...................... 227 
By Harry Belknap 


ee GE Pee ID, a 6. ss ose dnc ade ciauavaduues a6) mae 232 
Discussion on Reducing the Number of Arson Cases 

Questions and Answers hig Wipe snstew PMA Ae) 60p/08 236 

What's Burning ... ‘ Eee Pee ee eee 

PB Id ot bncn4ck sd Sedcicatuvenncsee dy 246 
Humorous Side of the Fire-Fighting Profession 

Convention Dates piken os : ere ee Tore: 








MEMBER 
Audit Bureau of Circulations 
Associated Business Papers 


Published the tenth of each month by 
CASE-SHEPPERD-MANN PUBLISHING CORPORATION 


Also publishers of “Water Works Engineering” and “Municipal Sanitation” 


SUBSCRIPTION PRICE 


General Offices—24 West 40th St., New York 


KARL M. MANN 
President 


I, HERBERT CASE 


Vice-Pres. and General Manager 
Cuicaco: 6 N. Michigan Ave.— W. S. Crevencer, L. M. Rocue; 


JESSE H. NEAL 


W. J. GIBSON 
Vice-President 


Advertising Manager 
San Francisco: 1045 Sansome St. — Cnartes H. Wootrey 


H. S. ESSEX 


ta” WE EMPLOY NO SUBSCRIPTION SOLICITORS Bt 








Entered as second class matter April 15, 1929, at the Post Office at New York, N. Y., under the Act of March 3, 1879. 


Contents of this issue copyrighted, 1934, by the 


ase-Shepperd-Mann Publishing Corporation. 





FIRE ENGINEERING 





U. S., $2 a year; Canada, $2.50 
Foreign, $3; Single Copies, 25¢ 


Production Manager 








for JULY, 1934 


Goodyears GRIP because they’re built to grip. On 
every run—on wet streets—on icy pavements— 
g@round corners at high speeds—they bite down 
and hold fast. 


You ge? better TRACTION with Goodyear Truck 
Tires because of that famous All-Weather Tread 
—the only tread that has held public favor for 
over 25 years. Those tough, deep, sharp-edged 
diamond blocks prevent skidding in any direction. 
They give you real CENTER TRACTION where you 
need it most. 
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With Supertwist Cord you get greater strength, 
greater dependability. Supertwist Cord impreg- 
nated with special heat-resisting compounds gives 
the greatest blowout protection the world has 
ever known. 


STRENGTH, TRACTION, SAFETY, DEPENDABILITY— 
For these reasons Fire Chiefs, everywhere, 
demand Goodyears. 


There’s a Goodyear for every type of Fire Truck. 
Write the Government Sales Department, Good- 
year, Akron, Ohio, or Los Angeles, California. 
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TRUCK TIRES 


It will help if you will mention Fire ENGINEERING when writing advertisers 
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City of Newton, Massachusetts 


berer porated 187) 


Fire Department Headquarters 


1164 Centre Street, Newton Centre 


TELEPHONE 





CLARENCE W. RANOLETT 
mtr OF DEPART WENT 


May 15 1934 


The Gamewell Oompany, 
Newton Upper Falls, Mass, 
Gentlemen;- 


The fire which occurred in your own plant 
early in the morn of March 21st 91934. established beyond 
any doubdt,the practical value of connecting sprinkler 
systems with the fire department thru municipal tise elarn 
boxes of the master type. 


At 416 AM we recieved an alarm from master 
box Bo 614 at your plant. Upon our arrival,we found that 
there had been an explosion in a steam heated hot air 
blower, located in the boiler room-of the factory. This was 
followed immediately by a fire which caused three sprinkler 
heads to operate,and extinguish the fire, The flow of water 
from the sprinkler system automatically tripped the master 
ftre alarm box located in the building,notifying this 
department of the fire before your watchman co 
one of the many fire alarm boxes you have on your property 
to turn in an alarm mamally. 


So effective was your sprinkler system and 
sprinkler watchman connection,there was very little for 
our department to do other than to make sure that the fire 
was extinguished,shut off the sprinkler system and prevent 
the water from ca ast + eee damage. The total 
loss did not euneet @ 50 


I could give no better endorsement of your 
sprinkler supervisory equipment than to cite this fire in 
the Gamewell factory. 


Yours very truly 


Chief of Fire Department 


CENTRE NEWTON 0030 


even reach 


Alar WU. Ronctrth— 


AUTOMATIC CALL 
FROM MASTER 
FIRE ALARM BOX 
QUICKLY BRINGS 
FIRE DEPARTMENT 
TO EARLY 
MORNING FIRE 
















It wasn’t necessary for us to have an 
explosion and fire in our own plant to 
convince us of the value of connecting 
sprinkler systems with the municipal fire 
department thru a Gamewell master fire 
alarm box (known as the Sprinkler 
Watchman). The service record of our 
Sprinkler Watchman hook-up in hundreds 
of other properties had convinced us on 
that. 


Fire Chief Clarence W. Randlett of 
Newton, Mass., tells us in the above let- 
ter how our Sprinkler Watchman hook-up 
saved our own plant from a heavy loss. 


THE 
GAMEWELL 
COMPANY 


Newton, Mass. 
**4 Box A Block’ 













This is just one more case illustrating 
the value of a sprinkler system connected 
to the fire department thru the depend- 
able Gamewell master fire alarm box. 


Every fire chief should encourage the 
sprinklered properties in his city to in- 
stall this Sprinkler Watchman hook-up. 
It will save your city thousands of dol- 
lars loss in taxable property and prevent 
your taxpayers from being thrown out of 
work because of factories being destroyed 
by fire. We shall be glad to send you 
literature on our Sprinkler Watchman. 












It will help if you will mention Fire ENGINEERING when writing advertisers 
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With the Editor 


, False fire alarms in 
Stemming the Lesage ote 
9 New York City in- 


False Alarm Tide 


creased trom five 
per cent of all 
alarms in 1918 to 31 per cent in 1933. 
The seriousness of the situation is 


emphasized by the campaign Com- 
missioner and Chief McElligott has 
just inaugurated to correct, insofar as 
is possible, the evil. The objective of 
the drive is to make the public “false 
fire alarm conscious.” 


Among the steps to be taken will 
be the distribution of 37,000 letters, 
describing the evils of false alarms, to 
teachers in public and_ parochial 
schools, who will read them to their 
pupils; collection of a special fund 
from private sources to pay rewards 
for reporting persons turning in false 
alarms; securing cooperation of mag- 
istrates in prosecuting and imposing 
severe penalties on miscreants; enlist- 
ing the aid of churches and Sunday 
schools in broadcasting to the public 
the danger to life and property of 
transmitting false alarms. 


If the drive is sustained, benefits 
are certain. If it is spasmodic, little 


good will come of it. Should the Fire 
Department show that it means busi- 
ness, and that it does not intend to 
relax efforts until the situation is 
corrected, the usual apathy and in- 
difference of magistrates, who 
frequently resort to suspended sen- 
tences, will end. Penalties fitting the 
crime will be meted out. 


SO 


In its final analysis, it must be a 
long campaign if it is to be success- 
ful; that point cannot be ignored. 
Otherwise it will be similar in results 
to any of the national “weeks,” such 
as Fire Prevention Week, Safety 
Week, etc., which produce results 
chiefly during the designated week. 


If it be hammered into the public’s 
mind that sending a false alarm is a 
serious crime and that prompt and 
severe punishment will surely follow, 
the problem will largely be solved. 


Fiad Dhezp-—- 
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Zone Plan for Mutual Aid 


The modern method of fire fighting 
calls for mutual assistance in case of 
conflagration or large fires which the 
local department cannot handle suc- 


cessfully. This assistance should be 
callable upon a carefully prearranged 
plan, so that each department may 
know exactly what help it may expect 
from its neighbors in case of need. 


MOPERATION between Fire Departments, while 
* long practiced in many sections, has of late entered 

into a new phase—that of systematic assist-nce 
in case of conflagrations or serious fires of a proportion 
beyond the power of the local Fire Department to handle. 
Chiefs’ organizations in various parts of the country 
have taken this matter up, and the result has been the 
formulation of schemes of mutual assistance, calling for 
a systematic running card among the various Fire De- 
partments involved, so that in case of need the depart- 
ment calling for help may know not only which city or 
village to call upon, but also the number and type of 
apparatus that will be sent from the assisting depart- 
ments upon such a call. 

The importance of such an arrangement of systematic 
help cannot be over-estimated, and its influence upon the 
matter of the national fire losses will, with the spread of 
the idea, be of the greatest 
benefit. A Chief—knowing 





By ROBERT H. LOCKWOOD, 
Associate Editor, 
Fire Engineering 


ly separated communities show the widespread dissemi- 
nation of the idea that Fire Departments are largely de- 
pendent upon each other in case of need and that the 
most scientific and modern method to pursue is to be 
prepared before the occasion arises and to know just 
how this assistance should be rendered to be most 
effective. 


Westchester County Plan Arranges for Zones 


An organization that has made considerable progress 
along the lines indicated is the Fire Chiefs’ Emergency 
Plan, composed of the heads of departments of West- 
chester County, N. Y. The Fire Departments repre- 
sented in this county guard a series of communities in 
which are high class residential property of great value, 
scattered over considerable territory, and fires in which 
would represent heavy financial loss. In order to cope 
with serious fires in such towns and villages, the organ- 
ization appointed a Ways and Means Committee, headed 
by Former Battalion Chief Ray Wooley, of Larchmont, 
N. Y., to formulate a scheme of assistance that would 
meet the situation and provide a plan of mutual assist- 
ance among the Fire Departments of the county based 
upon modern fire-fighting lines. The report of this com- 





that by lifting his telephone 
receiver he can summon help 
from the nearby departments 
—will have a feeling of se- 
curity and confidence that 


would otherwise be impos- on .. 
sible. This is especially true Phone Rye 136 


of the smaller Fire Depart- 
ments. Heretofore the small 
town Chief’s foremost appre- 
hension has been the rapid 
spreading blaze that, before 
the limited facilities for fire 


PORT CHESTER 
CHIEF MERTZ 
Phone P. C. 700 


fighting at his command 
could begin to cope with the Town Pumpers 
situation, becomes a _ con- = Te 1-798 
flagration, threatening to 
wipe out his entire com- Masvion ..... = 
munity. But with the knowl- sie ae oon 
edge that ample assistance Ht 
is ready and waiting at his Siiiilalatie oan 
instant call, this fear will 
largely be dissipated. Sunsatite . 1-750 
1-600 
Two Notable Examples of Port Chester.  3-1,000 
Systematic Assistance 2-350 
: White Plains..  2-1,000 
Two notable examples of 4-750 
this tendency in fire fighting New Rochelle.. 21,080 
may be cited—one in New 5-750 
York State and the other in Deluge Sets | Weaver St. 


Kentucky. These plans of 
systematic assistance in wide- 














MAMARONECK 
FIRST CALL 
HARRISON WEAVER ST. LARCHMONT 
BURRELL HOWE TOWLE 
Park 1100 Larchmont 2100 Larchmont 600 
SECOND CALL 
SCARSDALE WHITE ,PLAINS NEW ROCHELLE 
DOBBS GRIFFEN GRAB 
Scarsdale 100 W. P. 3600 N. R. 504 
EQUIPMENT 
Aerials C. Hose 2!/, Hyd. Foam 
Feet Service Feet Threads Conn. Gen. Inhalator 
1-75 1 3,500 N. Y. 3ox6 o None 
1 3,500 N. Y. Dyox6 1 
2 Ex. 
Tanks 
1 2,500 ~_ v BYox6 1 
4 Ex. 
Tanks 
1 3,/Cco N. ¥. 4 x6 1 1 
2,400 lbs 3 Ex. 
Tanks 
1 5,70) N.S. 4%xé 1 
Adaptors 
1-85 10,000 N.S. 3%%xé6 1 1 
1-65 Adaptors 2,000 Ibs. 2 Ex. 
Tanks 
1-85 1 12,900 N. S. 4\ox4 2 
1-75 Ex. 
Tanks 
2 2 13,000 N. Y. eves 
Adaptors 
Port Chester Scarsdale White Plains (2) New Rochelle (2) 


















































for JULY, 1934 


mittee has just been submitted to the organization and 
it is reproduced herewith in substance: 


Report of the Ways and Means Committee 


Fire Chiefs’ Emergency Plan of Westchester County, N. Y. 
(Revised and Amended to June 1, 1934.) 


Recommendations 


After deliberation, your Committee believes the most di- 
rect and efficient way to put the “Emergency Plan” into 
effect is to do it by zones, or territories comprising groups 
of cities, towns and villages, which, because of geographical 
or other conditions, are so situated as to be best able to 
assist each other in time of emergency. 

Your Committee feels, further, that it can only suggest 
these “zones” or “groups” and that their establishment must 
be left more or less to the communities themselves. After 
all, each Chief knows which nearby communities he can 
count upon for aid, and which he may be called upon to 
assist. 

To facilitate this work, however, we do recommend that 
certain Chiefs be delegated at once to arrange for initial 
meetings of Chiefs of neighboring communities, to begin this 
work and discuss the “Recommendations,” under “Sections 
I and II” herewith. 


(A list of suggested “zones” or “groups” follows, with the 
names of Chiefs recommended to take the initiative in calling 
meetings of Chiefs, in the respective territories.) 


It is recommended that these meetings be confined to 
Chiefs of Department for the present, until organization 
plans are perfected. 


Suggestions for Consideration at "Zone" Meetings 

That each Chief know and respect his fellow-Chief’s prob- 
lems and limitations both as to apparatus, personnel, etc., 
and as to the political situation. 

That he know the communities with which he will be asso- 
ciated in the work, and that he have more than a nodding 
acquaintance with the chief officers thereof. 

That he know and understand fully the details of Sections 
I and II herewith. 

That the discussions, at meetings, insofar as possible, be 
of constructive nature: “Business before pleasure.” That 
where possible, records be made of important issues and de- 
cisions, and little left to chance; that, where possible, the Sec- 
retary’s office be advised of meetings and operations. 

That Chiefs attend meetings of Chiefs of communities in 
“Zones” or “Groups,” which may only indirectly concern 
their own community. Because of their equipment, or geo- 
graphical location, etc., they may be called upon to aid a 
community at some distance which, normally, might be ex- 
pected to secure aid from a much nearer community. 

Most important of all: that frequent periodic drills be held 
in the different “Zones” and among the different communi- 
ties; these to approximate actual conflagrations, or special 
emergencies. At these drills the calls for help are to be 
transmitted and responded to, apparatus directed to its place, 
etc. 

That special efforts be made to enlist the cooperation of 
officers of paid departments, and that the experience and 
knowledge of these professional firemen be used wherever 
possible. 

It is suggested that at each meeting a thorough discussion 
of the fire hazards of a certain city, town or village, be had. 
This should bring out much valuable material for the Chief 
of that community. He will profit thereby if he uses this 
material. 


General Recommendations 


We suggest that each Chief post conspicuously in fire alarm 
headquarters, such data as the names of neighboring com- 
munities, telephone numbers, Chief Officer’s name and tele- 
phone number, the telephone number to call in an emer- 
gency, any instructions as to the calling, the telephone num- 
ber of the authority to call for gas and electric control, water 
supply, ambulance, medical and hospital service, etc. 

If desirable, each Chief can list the equipment and per- 
sonnel of neighboring communities on cards. or charts and 
these can be posted for ready reference. This, in addition 


to filing the complete data covering all county apparatus, 
equipment and personnel, which may come to him through 
the Secretary’s office, or otherwise. 
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Every Chief should drill his own officers in their parts, in 
the event of a conflagrfation or other emergency. 

Note: We append a suggested * ‘Assignment | Board” (or 
Chart) such as might be used by ° ‘Mamaroneck.” This chart 
is only a suggestion. To it may be added “Water Supply”; 

“Hospitals and Ambulance Service;” ‘Nearest Doctors”; 
“Gas and Electric Service,” and any other useful information. 
It is suggested that these “Assignment Boards” be the mod- 
ern type, with removable white letters on black back- 
ground, to provide for changes in personnel, equipment, etc. 


Section One—Information Each Chief Should Have Concerning Ex- 
tent of Aid Available From Neighboring Communities. 


1—Number of nearby communities from which aid can be 
drawn. 
2—Nearest available suitable apparatus, equipment and man- 
power. 
3—Nearest available reserve water supply. 
4—Classify Communities (Cities, Towns, Villages) from 
whom aid may be wanted in order of their relative im- 
portance. Classification to be based upon 
a—Ability to respond quickly with desired equipment 
and men in all seasons, all conditions of weather, 
traffic, etc. 
b—Nearest “Special Equipment” that may be required 
(based upon limitations of own department) such as: 
Deluge sets, Deck Guns, Aerial and Special Lad- 
der Equipment, Inhalators, Oxygen Tanks, Foam 
(Liquid and Powder) Foam Generators, etc. 
c—Nearest available water supplies, considering facility 
of hookup. Take into consideration also: who is 
best qualified to make the hookup (the aiding Com- 
munity or the one requiring help); what equipment 
and men are required for the necessary hookup; who 
shall be notified of the necessity for hookup, by 
whom, and how, any legal complications that might 
be created by such hookup. 
d—Nearest available police or military forces, and who 
shall be notined, when, by whom, and how. 
e—Nearest available medical and_ hospital 
ambulances, etc. 


service, 


Section Two—Information Each Chief Should Have Relative To His 
Calling For Help and His Ability To Utilize Such Aid. 


1—Knowledge of all actual and potential hazards in his 
Community that may create an_emergency requiring 
assistance. Knowledge of his Department’s ability— 
or lack of it—to cope with any and all such emergencies. 
a—It is recommended that each Chief chart, or blue-print 
all special hazards, each chart indicating location 
of same, all nearby (available) hydrants, or other 
water supplies, location of local apparatus, and 
intended location of incoming apparatus, etc. Note: 
The blue-prints used by the Larchmont Fire De- 
partment suggest the method that may be followed. 
2—Determination of proper authority for calling aid: 
a—This authority cannot be left to chance, or any one 
person. Proper delegation of authority is necessary, 
with knowledge of the Code Word. 
3—Complete detailed knowledge of the Department under 
his command: 
a—Apparatus; b—Equipment; c—Personnel; d—Water 
Supply, Mean and Maximum (all Seasons): e—, 
Police Protection; f—Hospital, Medical, Ambulance, 
Red Cross Service; g—Gas and Electric Service. 
4—Determination of proper authority for directing and 
placing incoming aid, and delegation of that authority: 
a—Recommended that on all “Full” Alarms, and par- 
ticularly in the event of serious fires, or emergencies 
where aid may be required, a man, or men, vested 
with proper authority. be located at Fire Head- 
quarters (or Police Headauarters, if alarms are 
transmitted therefrom) readv to transmit calls for 
aid upon direction, and ready to meet incoming 
apparatus and direct it to its proper station, in ac- 
cordance with Paragraph 1 (a) above. 


*_ * * 


Kentucky Section Adopts a Move-Up Schedule 


A similar movement to that, referred to in the fore- 
going description has been taking place in the state of 
Kentucky. The following is a resumé of the plan 
adopted in the latter state: 


The Fire Departments of Northern Kentucky, comprising 
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the counties of Kenton and Campbell in that state, have 
adopted a Move-up Schedule which provides for the cover- 
up movement of apparatus in case of a second alarm. Under 
the name of each town, is listed the name of the assisting 
department and the apparatus that are to be sent. Also, i 

the same listing is named the department which is to par- 
ticipate in the move-up, the apparatus to be moved and the 
name of the town to which it is to be sent to cover up. 
For instance: 

To Covington: 


Newport 1,000-gal. pumper 


Ludlow 750-gal. pumper 

Clifton - ‘ 500-gal. Dumper 

S. Ft. Mitchell ‘ .. §00-gal. purmnper 

Southgate .-Move 500-gal. pumper to Newport 
Bromley Move 500-gal. pumper to Covington 
Ft. Thomas Move 250-gal. pumper to Southgate 
Covington . Move either Co. No. 3 or Co. No. 


to 6th Street House, 
upon location of fire 


depending 


To South Fort Mitchell: 


Ludlow .§00-gal. pumper 
Bromley -Chemical and Hose Truck 
Covington eeee -Co. No. 4—1,000-gal. pumper 
Elsmere -Move up to St. Ft. Mitchell house 
-(one company) 
Erlanger and other Elsmere Company to remain in own 
quarters as stand-by in case of another fire in either 


Mitchell or 

Three special first alarm movements are provided for. In 
two cases these are at South Fort Mitchell—respectively St. 
John’s Orphanage and the Villa Madonna; and in the third, 
Speer’s Hospital. In these instances, the call is to be treated 
as a second alarm, “due to the lives and property at stake.” 

There are six departments listed under Kenton County 
and six under Campbell County. Any additional companies 
not provided for in the move-up plan are to be classed as 
special, 


S. Ft. their own cities 


Rules and Regulations Governing Operations 


The Rules and Regulations covering the operation of the 
Northern Kentucky Fire Departments’ move-up schedule are 
as follows: 

1. Covington, Ky., 
the Fire Tower or 
fires in Northern 

2. Move-ups shall be 
Kentucky, as per schedule, 


Fire considered as 


second alarm 


peatauartore shall be 

‘learing House for all 
Ke ntucky 
made by any 
at the 


Northern 
Operator 


department in 
request of the 


at the Covington Fire Tower without question. 
3. The Chief of the Fire Department of the city in which 
the second alarm fire occurs shall be commanding officer 


at the fire. 


4. In requesting any fire to be made a two-alarm fire, the 
Chief of the department making the request shall call 
the Covington Fire Tower, give his name, and the location 


responsible 
calling for 


of the fire, or have one of his 
person make the call and state 
him. 

>». Any equipment that is needed beyond 
larly scheduled as (for use at) a second alarm fire shall 
be requested through the Covington Fire Tower, which 
will, in turn, dispatch whatever equipment is available. 

6. This schedule shall be subject to change whenever it is 
deemed necessary by orders of the Association 


men or some 
that they are 


that which is regu- 


The Law as to Outside Aid i in New York State 


As several inquiries have been made of late as to the exact 
wording of the amendment to the general municipal laws of 


New York State, in relation to the response of fire com- 
panies and Fire Departments to calls for aid from other 
cities, towns, villages or fire districts or other territory and 


the liability of the calling municipality for injuries or acci- 
dents to the assisting firemen or apparatus, the act as passed 
in April, 1931, is reproduced herewith. 

Section 1. Chapter twenty-nine of the laws of nineteen 
hundred nine, entitled “An act relating to municipal corpora- 
tions, constituting chapter twenty-four of the consolidated 
laws,” is hereby amended by adding thereto at the end of 
article ten a new section, to be section two hundred and 
nine, to read as follows: 

209 Outside service by 
panies. 

1. Cities, 


local fire departments and com- 
and/or fire districts may adopt 
an ordinance or ordinances authorizing and permitting their 
respective fire departments or fire companies to go to aid 
another city, village, town or fire district, or territory outside 


villages, towns 


of a city, village or fire district, in extinguishing a fire or 
fires therein, and while in the performance of their duties 
in extending such aid, the members of such departments 
shall have the same immunities and privileges as if per- 
forming the same within thejr respective cities, villages, 
towns or fire districts. Any such ordinance may authorize 
the head of the fire department to extend such aid, subject 
to such conditions and restrictions as may be prescribed 
therein. 

2. Any loss or damage to the fire apparatus of the city, 
village, town or fire district answering such call shall be a 
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charge against and paid by 


[ ‘ the city, village, fire district or 
territory outside any such 


district, so issuing the call for 


assistance and in which the fire occurred. No such claim, 
however, shall be allowed unless within sixty days after 
such loss or damage has been sustained, written notice 


thereof be served by mail or otherwise on the comptroller or 
chief financial officer of the city, the town clerk of the town, 
or the village clerk of the village from which issued the 
call for assistance and in which the fire occurred. 

3. In cities such loss or damage shall be a city charge and 
audited and paid as other city charges. In villages such loss 
or damage shall be a village charge and shall be audited 
and paid in the same manner as village charges, and shall 
be assessed upon the property and persons liable to taxation 
in said village, and levied and collected in the same manner 


as village taxes. 
4. In tire districts or unincorporated territory outside of 
cities, villages or fire districts, such loss or damage shall be 


a town charge, audited and paid in the same manner as town 
charges, and shall be assessed upon the property and persons 
liable to taxation in such fire districts or unincorporated 
territory outside of fire districts, as the case may be. 

5. his act shall take effect immediately. 





New York City Wages False Alarm Fight 


In a determined effort to reduce the number of false alarms 
ot fire which have been increasing annually in the City of 
New York, Chief John J. McElligott has inaugurated a cam- 
paign which will be waged as long as is necessary. 

The false alarm pastime in the Metropolis of this country 
is costing Father Knickerbocker about $700,000 a year, which 
hgure does not embrace an occasional wreck of a $12,000 or 
$13,000 piece of apparatus, or the accidents resulting in in- 
jury and sometimes death to fire fighters. Last year there 
were approximately 13,000 false alarms of fire, or 31% of 
the total alarms for the year. This disgraceful false alarm 
record has gradually piled up from 5% in 1918. 

With the advent of the single-action alarm box several 
years ago, the ease and facility with which an alarm can be 
turned in, caused the alarm boxes to become playthings for 
both boys and men—the boys at about noon time and in mid- 
afternoon when schools are dismissed and the men in the 
evening or very late at night. 


The false alarm situation became so chronic that Val. 
Fendrich, Chief of the Fire Alarm Bureau, caused a safety 
latch to be attached to the door of the box. This latch laps 


over the stalk or stem of the handle and necessitates two 
actions or movements to turn in an alarm. The latch must 
be raised clear of the alignment of the spade handle to per- 
mit the handle to be snapped down in order to send in an 
alarm of fire. 

A large number of these safety latches have been attached 
to alarm box doors in neighborhoods where the false alarm 
habit was quite the vogue. Thus far there have been no 
known instances of mistaken procedure in sending in an 
alarm. The safety latch has evidently discouraged or re- 
tarded the false alarm fiends as indicated by the reduced false 
alarm record of boxes equipped with the safety appliance. 
There have been a few instances where the false alarmers 
were deliberate enough to raise the latch and snap the handle 
anyhow. 

Chief McElligott has enlisted the aid of the school authori- 
ties who have handed each pupil a letter containing an appeal 
for co-operation. The police were called in and their co- 
operation has been pledged by Gen. O’Ryan, as well as the 
support and aid of the Police Court Magistrates, the Federa- 
tion of Churches, the Boy Scouts, the Girl Scouts, the Fire 
Underwriters and others, such as the radio and the news-* 
reels in the motion picture houses. 

The details of the crusade are being worked out and di- 
rected by Chief Thomas P, Brophy, the Fire Marshal of New 
York. He has had many successful years of experience in 
tracking down arsonists, incendiary suspects and feeble 
minded persons, with a yen for fire or firemen. 

An intensive drive has been made on the City Magistrates 
to impress on them that $10 and $25 fines are not much of a 
deterrent; that 30 days in the Workhouse contains much 
more discouragement, and that other cities in the United 
States do not countenance false alarm box pulling like New 
York City does. The newspapers have given the false alarm 
campaign their whole hearted support, but somehow. the 
firemen are kept running foolishly, day and night. Inquiries 
made among persons working or residing near the scene of 
a false alarm of fire, rarely, if ever, elicits any information 
worth while. Nobody, it seems, wants to become involved. 
On Saturday, June 23, however, one civic minded citizen in 
the Bronx pointed out a false alarmer and caused his arrest 
and conviction. He was given thirty days in the Workhouse. 


He was the brother of a fireman whose company responded 
to the false alarm. 


Ww». Jerome Daty. 


















for JULY, 1934 


Forest Fire Protection and 
All-Chiefs Session Features at 


DEAL weather and a 
] good attendance marked 
the 12th annual conven- 
tion of the New England 
Association of Fire Chiefs 
held in Burlington, Vt., on 
June 26, 27, 28, and 29. 
The “All Chiefs’ Pro- 
gram,” in which the papers 
presented were all prepared 
and read by active Fire 
Chiefs, proved highly suc- 
cessful and the topics were 
of great interest and prac- 
tical value. 
The feature of the con- 
vention which aroused the 
Annex Fire Department, 
New Haven, Cone. most comment was the able 
Pres. N. EA. F.C. presentation of the subject 
of training schools for firemen with a series of demon- 
strations by a group of Massachusetts fire department 
drill masters who have been conducting classes for the 
past year under direction of the Vocational Division of 
the Massachusetts Department of Education. 





Chief John S. Pachl, 


The real spirit of enthusiasm shown at the convention 
was a tribute to Chief Daniel B. Tierney, of Arlington, 
Mass., who as president and chairman of the exhibit 
committee, worked long and tirelessly to assure a pro- 
gram that would appeal to the small town Chiefs as well 
as to the heads of large municipal departments. 

The display of equipment, tools, and accessories in 
the Municipal Auditorium was complete and well ar- 
ranged and although only two pieces of motor fire ap- 
paratus were on view the absence of ladder trucks and 
more engines was made up for by several innovations 
such as a new coupling device, new hose testing machine, 
and novel sliding pole all of which were exhibited for 
the first time. 

Convention headquarters was established in the Hotel 
Vermont and the registration began on Monday after- 
noon, June 25, the day before the start of events on 
the official program. 

The committee on registrations and reservations was 
composed of P. Hildreth Parker, of Belmont, Mass. ; 
George W. Austin, of Boston; Herbert K. Pratt, of 
Bridgewater, Mass.; and Charles J. Curtaz, of Boston, 
all members of the Box 52 Association, Inc., of Boston, 
who, as usual, volunteered their services. Rooms in the 
Hotel Van Ness and the New Sherwood Hotel were 
also reserved for use of the convention guests. 

Chief Carl D. Stockwell, of the Burlington Fire De- 
partment, proved a genial host who was glad to welcome 
old and new friends back to “The Queen City” on Lake 
Champlain for the second convention to be held by the 





New England Chiefs in his city. He was on the job both 





New England Chiefs’ Convention 


By HARRY BELKNAP 


early and late and arranged a program of motor and boat 
rides, entertainments, and theatre parties for the ladies 
who were present in goodly numbers. 


Opening of the Convention 


The convention proper opened after breakfast on Tues- 
day morning with a concert by the Vermont Industrial 
School Band and parade of the Chiefs through the center of 
the city from the Hotel Vermont to the Flynn Theatre 
where the first session and memorial services were held. 

Seven Past Presidents of the association were on the plat- 
form with Chief Tierney and Secretary John W. O’Hearn 
when the gavel descended to mark the starting of the pro- 
ceedings of the 12th annual gathering. 

The invocation was by the Rev. Charles H. Pennoyer, 
superintendent of the Universalist-Unitarian Convention of 
Vermont and Quebec, who also delivered the annual memo- 
rial address. 

Senator Warren R. Austin and Mayor James E. Burke, 
of Burlington, welcomed the Chiefs and their guests in be- 
half of the state and city. 

The response to the addresses of welcome was made by 
Chief Edward F. Dahill, of New Bedford, Mass. 


The group on the platform was composed of Chief Daniel 
B. Tierney, of Arlington, Mass., President; Chief John S. 
Pachl, of the Annex Fire Department, New Haven, Conn., 
First Vice-President; Chief John W. O’Hearn, of Water- 
town, Mass., Secretary-Treasurer; Chief Henry R. Taft, of 
Norwich, Conn., State Vice-President; Chief Joseph W. 
Randlette, Richmond, Me., State Vice-President; Chief 
Henry A. Fox, of Boston, Mass.; Chief Edward F. Dahill, 
of New Bedford, Mass.; Mayor James E. Burke, of Bur- 
lington; Senator Warren R. Austin; the Rev. Charles H. 
Pennoyer; James M. Hurley, Mass. Commissioner of Civil 
Service; Ex-Chief James M. Casey, of Cambridge, Mass., 
Director; and the following Past-Presidents of the associa- 
tion: Chief Selden R. Allen, of Brookline, Mass., President 
of the International Association of Fire Chiefs; Chief John 
C. Moran, of Hartford, Conn.; Chief Patrick J. Hurley, of 








A Few of the Connecticut Yankees at the 
N. E. Fire Chiefs Convention 


Left to right—Chief J. J. Luby, with son Walter, of Wallingford; Chief 
T. H. Donnelly, West Hartford; the new President, Chief J. S. Pachl, 
Annex New Haven; Chief M. W. Lawton, Middletown; Chief C. A. 
Reynolds, Willimantic; Chief J. F. Meunier, East Hartford. 
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Holyoke, Mass.; Chief Oliver T. Sanborn, of Portland, Me.; 
Chief Charles H. French, of Manchester, N. H.; Chief Joseph 
S. Lawton, of Newton, R. I.; and Chief Alfred HH. Koltonski, 
of Rutland, Vt. 

Senator Austin paid a tribute to the heroism and devotion 
to duty of firemen. He said in part: 

“Courage is glorified as a 
has been necessary for the 
ing of human life, and the 


virtue because it is and always 
preservation of property, the sav- 
securing of liberty. The members 
of your Fire Chiefs’ organization personify this quality in 
leadership in times of danger, not only with respect to the 
destruction of homes and other buildings by fire, but also in 
emergencies supplementing police forces and in common place 
daily life stabilizing thoughts and passions of men when 
citizenship is threatened with radical trends that are de- 
struc tive of individual liberty and a menace to home life. 

‘All of you have a rich heritage of courage which freely 
and unselfishly offered everything for the preservation of 
independence, property rights, and the common law and 
eventually the saving of human life. We welcome you to 
Vermont and to the city of Burlington with open heart and 
extended hand, partly because you personify courage and 
you carry on in the interest of the present and all future 
generations the contest against whatever odds may confront 
you for the preservation of property, human life, and in- 
dividual liberty. 

“We hope that your stay with us may be so happy that 
you will desire to return here as frequently as possible. We 
thank you for the gifts of leadership in various educational 
projects which you bring to us and we trust that we shall 
make good use of, and if possible improve and develop, the 
ideas for better public service which you inculcate and 
exemplify in this convention.” 
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and irreparable loss suffered by the association and extend- 
ing heartfelt sympathy to members of the families of the 
deceased was read by Chief George L. Johnson, of Waltham, 

ass. 

The memorial address was then delivered by the Rev. Mr. 
Pennoyer. 

This was followed by the benediction and adjournment. 


Forest Fires Considered at Afternoon Session 


The afternoon session on Tuesday was held in the Munici- 
pal Auditorium and was devoted to the subject of forest 
fires. Perry H. Merrill, Commissioner of Forestry of Ver- 
mont, presided and extended a cordial welcome to the Chiefs 
and Forest Wardens attending the meeting. 

Mr. Merrill said that there are 300 Forest Wardens in 
Vermont, but that there have been so few serious woods 
fires in recent years that it has become known as “the asbes- 
tos state.” He then introduced C. R. Lockard, Assistant For- 
ester of Vermont, who spoke on “Forest Fire Facts.” 

Mr. Lockard said that he was formerly in the government 
forest service in the west and that in the old days when 
there was a bad fire the only thing to do was to “run like 
hell and pray for rain.” He told of improvements in methods 
of detecting and combatting fires in the National Forests 
and then discussed the forest fire situation in Vermont, where 
he said local showers at frequent intervals and heavy dews 





Members, Associates and Guests Assembled at the Twelfth Annual Convention 


Chief Dahill, of New Bedford, extended the thanks of the 
association for the cordial welcome extended and said that 
the Chiefs come to these meetings to learn the new develop- 
ments in the science of fire prevention and fire extinguish- 
ment, to exchange ideas and experiences, and to renew old 
friendships. He said that the establishment of training schools 
for firemen was proving a blessing to the small town and 
volunteer forces which were thereby given the opportunity 
to send men to attend these classes. 


The Memorial Service 


The memorial service opened with the reading by Secre- 
tary O’Hearn of the names of the members of the associa- 
tion who died during the past year. The list was as follows: 


A. D. Wheeler, Boston, Mass., Vice-President and General 
Manager, The Gamewell Company. Pe 
I. G. Hoagland, New York, N. Y., Secretary of the National 


Automatic Sprinkler Association. 
Howard C. Kimball, Ex-Chief, Salem, Mass. 


John E. Sullivan, Ex-Chief, Plymouth, Mass. 
James S. Koen, Chief, Salem, Mass. 
Vaney P. Persons, Chief, Montpelier, Vt. 


Edward Comber, Ex-Chief, Narragansett Pier, R. I. 
A. Howard Fiske, Ex-Chief, Framingham, Mass. 

Taps were sounded by Private Albert Brouillette, of C 
Battery from Fort Ethan Allen. Then two selections were 
rendered by a male quartet composed of Lester T. Milling- 
ton, Harry R. Gallup, Albert A. Proctor, and Donald T. 
Moore. These were “Abide With Me” and “Beautiful Isle of 
Somewhere.” 

A resolution in memory of the dead expressing the distinct 


were of material aid. Two-thirds of the land surface in Ver- 
mont is covered with forests and much of it is heavily tim- 
bered. These forests pfovide cover for game, protect the 
water sheds, and provide recreational areas. There is a short 
dry season in the spring when fires are liable to occur. The 
detection system is good, with lookout towers on various 
mountains. 

In the period from 1911 to 1930 Vermont had an average 
of 116 forest fires per year and the average number of 
acres burned per year was 2,543. 25 per cent of the fires 
were caused by careless brush burning, 16 per cent by 
smokers, and 17 per cent by railways. In 1933 there were 
211 fires and 3,400 acres were burned. No fires were reported 
from lumbering operations or from lightning. Brush burn- 
ing caused 38 per cent of the fires, smoking 23 per cent, 
unknown causes 22 per cent, railways 9 per cent, and camp 
fires 3 per cent. 

It was found that the most fires and the largest fires oc- 
curred between April 10 and June 20 and in the fall from 
October 10 to November 10. 

Prevention, including posting of signs, patrols, exhibits, 
and lectures, and detection by watchmen in lookout towers 
are handled by the Vermont Forest Service; but the sup- 
pression of fires is handled by the towns under direction 
of the forest wardens. There are 22 lookout towers and the 
Vermont Timber Owners’ Association contributes toward 
the support of the service. If the cost of fire suppression 
runs over one per cent of the town’s valuation the state 
makes up the difference. 

Mr. Lockard told of the formation of trained fire fighting 
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crews and gave several-systems of estimating the acreage 
burned. He emphasized the importance of having forest 
wardens make complete reports of all fires. 


Methods and Equipment in Forest Fire Fighting 


John P. Crowe, Assistant State Fire Warden, of Westboro, 
Mass., spoke on “Methods and Equipment Used in..Forest 
Fire Fighting.” He said that in Massachusetts there are from 
2,500 to 3,000 forest fires per year and that he considers auto- 
mobiles which take tourists and city dwellers into the woods 
are one of the chief causes of fires. He said it was thought- 
lessness rather than carelessness that caused many fires. The 
Department of Conservation in Massachusetts owns 26 pieces 
of apparatus, each of which is equipped with a portable gaso- 
line pump and from 3,500 to 5,500 feet of one-inch hose. 

Up until six years ago Mr. Crowe said there was no special 
equipment on the market for fighting forest fires and in 1911 
not more than 5 per cent of the towns in the state had ap- 
paratus designed for this purpose. Now about 25 per cent 
of the towns have equipment for woods fires. He pointed 
out the importance of having a man with a shovel or broom 
to follow up the man going along the line of fire with a pump 
can or extinguisher. He said that organization is needed for 
effective work. He described a new combination truck re- 
cently placed in service in Westboro which can be used for 
both city and forest fires. It is mounted on a 1%-ton chassis 
and equipped with a 100-gallon pump, a water tank of 158 
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cester, New Bedford, Lowell, Springfield, and Pittsfield. The 
sessions were held on Saturday afternoons and consisted of 
ten lessons of two hours each. In the first course practical 
drill evolutions were given and in the second course there 
were five periods of evolutions and five periods of classroom 
work or “skull practice.” There was also a course of instruc- 
tor training. 


The drill masters forming the faculty of the school were 
on the platform and were called forward individually and 
introduced. 


Value of Training for Firemen 


The next speaker was Robert O. Small, Director of Voca- 
tional Education of the Massachusetts Department of Educa- 
tion. He declared that all education in the future will have 
more to do with training men and women for every-day life. 
He told of the organizing of the classes for firemen which 
were attended by 695 individuals from 185 different cities 
and towns. Certificates were presented to all those who com- 
pleted the course. 


To show the value of the schools he quoted the following 
extracts from letters received: 


Chief Henry J. Harrigan, of Dedham, wrote: “One of the 
best steps ever taken was the establishment of schools for 
firemen.” 

Chief Irving C. Waitt, 
been 


of Bedford, said: “The 
of great assistance to this department.” 


school has 





of the New England Association of Fire Chiefs at Burlington, Vt., 


gallons capacity, a portable pump, and 4,400 feet of one-inch 
hose. 

In the evening there was a banquet and meeting of Ver- 
mont forest wardens in the Hotel Vermont at which Mr. 
Crowe was a guest. Forest Commissioner Perry H. Merrill 
presided. 


Training Schools for Firemen 


The regular convention session of Tuesday evening was 
held in the Municipal Auditorium and was devoted to the 
subject of training schools for firemen. 

President Tierney announced the appointment of a commit- 
tee on courtesies composed of Chief F. R. Gisborne, of Old 
Greenwich, Conn.; Chief Thomas H. Slaman, of Wellesley, 
Mass.; and Chief Harry J. Monahan, of Berlin, N. H. 

Secretary O’Hearn read the minutes of the various meet- 
ings held by the Board of Directors. 

President Tierney then introduced M. Norcross Stratton, 
Supervisor of Vocational Education, of the Massachusetts 
Department of Education, who acted as Chairman of the 
meeting. 

Mr. Stratton told of the starting of the training schools 
for firemen at the suggestion of the Fire Chiefs’ Club of 
Massachusetts and of the conference held in Worcester of 
Fire Department drill masters who were selected to serve as 
instructors in the schools. The state was divided into ten 
zones and the first class was held in Arlington. Later classes 
were held in Brockton, Haverhill, Falmouth, Brookline, Wor- 





June 26 to 29 


Chief Ray D. Wells, of Falmouth, wrote: “The drill school 
has greatly improved the knowledge of fire fighting work.” 

The Board of Selectmen of Hampden wrote: “Our firemen 
derived great benefit from the course.” 

Chief T. Robert Quinlan, of Needham, said: “The entire 
membership of this department is greatly interested in the 
course.” 

Mr. Small said that additional schools will be established 
and that a correspondence course of study for firemen pre- 
paring for promotional examinations is being considered. 


Evolutions and Instructors 


Mr. Stratton then enumerated and described the 15 evolu- 
tions performed by the firemen in the training schools. These 
are as follows: 

1. Knots and Hitches; 2. Raise wall and roof ladder; 
2A. Raise wall ladder on beam; 3. Raise and secure 35 ft. 
ladder; 4. Lay line from hydrant; 5. Raise and secure 55 ft. 
ladder; 5A. Carry hose over ladder to third story window; 
6. Carry ladder over roof using hose hoist; 7. Using burst 
hose jacket; 8. Bridging (45’ by 22’ with %” line); 9. Cut hole 
in floor; 10. Using cellar pipes; 11. Lay long line in relay; 
12. Gas masks; 13. Lay hose by hand; 14. Lay salvage covers; 
15. Using life line. 


The instructors were: 


Supt. Lorton C. Walden, of the Worcester Protective De- 
partment; Captain William M. Carroll, of Worcester; Captain 
tichard W. Bolster and Lieutenant Benjamin E. Cardinal, of 
Springfield; Captain George A. Campbell, of Lowell; Captain 
Albert P. Bochman, of New Bedford; Captain Frank Corey, of 
Falmouth; Captain George H. Murray, of Brookline; Captain 
Richard J. Tierney, of Arlington; Captain John Crehan, of 
Boston; Captain John Lynch, of Brockton; Lieutenant W. G. 
Whalen, of Pittsfield; Lieutenant John H. Rohan, of Holyoke; 
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At Burlington for the N. E. Convention 


Left to right—Commissioner Wm. M. O’Hara, Milford, Conn.; Chief 
I F. Burns, Bridgeport, Conn.; Chief L *, Stowe, Milford, Conn.; 
Chief Francis Dunnigan Westport, Conn.; J H. Green, President 
Eureka Fire Hose Manufacturing Company, New York; Fred. Shepperd. 
Editor, Fire ENGIneeaine 


Lieutenant Lewis H. Rogers, of 
Nikula, of Fitchburg; Lieutenant Henry W jackman, of 
Waltham; and Lieutenant M. Joseph Manning, of Milton. 

\ll of these officers were present at the convention except 
Supt. Walden. 


Haverhill; Lieutenant John 


U. S. Program for Training Firemen 


Frank Cushman, Chief of Trade and Industrial Education, 
U. S. Department of the Interior, Washington, D. C., spoke 
on “The United States Program for Training Firemen.” 

He said that vocational training in some form or other 
has existed since the dawn of history. He told of the appren- 
ticeship system formerly in use in many trades and of the 
development of a nation-wide program for vocational educa- 
tion. He gave Chief Ralph J. Scott, of the Los Angeles, Cal., 
Fire Department, credit for taking a leading part in the 
movement for establishment of training schools for firemen. 

He told of the need for greater uniformity of methods 
and of the analysis made of a fireman’s job and published in 
a bulletin in 1931. He mentioned the states which now have 
training schools and said that there was no conflict, but 
instead the closest co-operation between the federal and state 
schools. 

In the opinion of Mr. Cushman, Massachusetts now has 
one of the best training systems for firemen in the entire 
country. He said that it should be duplicated in the other 
New England states. 

The next speaker was James M. Hurley, Massachusetts 
Commissioner of Civil Service, and former State Fire Mar- 
shal. He testified to the value and worth of the present 
system of training firemen and suggested greater co-opera- 
tion between the educational systems of the various New 
England states. He said that no men were more eager to 
perfect themselves in a chosen calling than firemen and he 
closed his short speech by paying a compliment to the New 
England Association of Fire Chiefs for its progressive spirit. 

Mr. Stratton then told of the organization of the Instruc- 
tors’ Association and introduced the head of the group, 
Deputy Chief Horace W. Hutchins, Jr., of Somerville. The 
latter read a paper on “The Importance of the Instructors’ 
Conference.” 


Elimination of Arson 


Stephen C. Garrity, State Fire Marshal of Massachusetts, 
made an address in which he said the elimination of arson 
is a large factor in decreasing the annual fire loss. He said 
the training schools were of value in helping firemen to 


learn how to detect evidences of arson at fires. Out of 146 
arson cases in Massachusetts this year there have been 88 
jury convictions so far. 


In closing Mr, Garrity declared that Fire Chiefs are the 
first line of municipal safety defense and that he hoped all 
the Chiefs would enjoy permanency and security in their 
positions. 

Chief Selden R. Allen, of Brookline, Mass., President of 
the International Association of Fire Chiefs, brought the 
greetings of that organization to the convention. 

Chief Alfred H. Koltonski, of Rutland, Vt., told of fire- 
men’s training classes in Vermont and said 42 firemen from 
14 towns attended the school held in Rutland and 50 fire- 
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men went to the classes held in Woodstock. Other classes 
will be held in Montpelier, Bennington, and Bellows Falls 


Methods of Teaching Evolutions 


Wednesday morning was devoted to a demonstration of 
methods of teaching evolutions by the Massachusetts Fire 
Department Drill School Instructors. These were held at 
the drill tower of the Burlington Fire Department in the 
rear of the Mansfield Avenue Fire Station. A group of Bur- 
lington firemen volunteered to take the part of the students. 

There was a good attendance at the demonstrations and 
much interest was shown. An alarm of fire just before the 
start of the drills called out the Burlington firemen and 
apparatus. The blaze was caused by the backfire of an oil 
burner and there was no damage, so the firemen and ap- 
paratus quickly returned to quarters. 

Mr. Stratton announced the various evolutions through a 
megaphone and gave the name of the instructor. 


The list of evolutions demonstrated was as follows: 
Drill Master 


William 
Worcester 


Number Evolutions 


1. Knots and Hitches Captain Carroll 


2. Raise Wall and Roof Captain Richard Tierney. 
Ladder Arlington 
2A. taise Wall Ladder on Lieutenant B. E. Cardinal, 
Beam Springfield 
2. Raise and Secure 35 ft Captain G. H. Murray, 
Ladder Brookline 
4. Lay Line from Hydrant Lieutenant Ward G. Whalen. 
Pittsfield 
5. Raise and Secure 55 ft. Captain R. W. Bolster, 
Ladder Springfield 
5A. Carry Hose over Ladder Captain Albert Bockman, 
to 3rd Story Window New Bedford 
6. Carry Ladder Over Roof Lieutenant Lewis H. Rogers, 
Using Hose Hoist Haverhill 
7. Using Burst Hose Jacket M. Joseph Manning, 
Milton 
8. Bridging (45’x22’ with %” Captain Geerge A. Campbell, 
line) Lowell 
9. Cut Hole in Floor Captain John J. Crehan, 
Boston 
10. Using Cellar Pipes Captain John H. Rohan, 
Holyoke 
11. Lay Long Line in Relay Captain Frank Corey, 
Falmouth 
12. Gas Masks Captain Lawrence Lynch, 
Brockton 
13. Lay Hose by Hand Asst. Chief Henry Haddock, 
: szynn 
14. Lay Salvage Covers Supt. Lorton C. Walden, 
hy len po . Worcester 
15. Using Life Line Lieutenant John Nikula, 
Fitchburg 


_The last three on the list were omitted because of lack 
of time. 


Automobile Trips, Banquet and Moonlight Sail 


In the afternoon there was a motor trip to Fort Ethan 
Allen where the chiefs and their guests witnessed an exhibi- 
tion drill by cavalry and artillery from the fort. The fire 
truck from the fort was on display. 

An automobile trip followed the visit to the fort and in 
the evening there was a banquet in the Auditorium. The 
speakers were Judge Aarén Grout, of Burlington, who repre- 
sented Governor Wilson; Robert O. Small, Director of Voca- 








Demonstrating the Proper Method of Raising a 30-Foot Trussed 
Ladder; One of the Several Demonstrations Performed Under 
Direction of Drillmasters at the Burlington Convention 
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tional Education in Massachusetts; and Thomas F. Dough- 
erty, former Assistant Chief of the New York Fire Depart- 
ment. Chief and Mrs. Carl D. Stockwell, of Burlington; 
Chief and Mrs. Daniel B. Tierney, and the heads of various 
Burlington city departments and the aldermen with their 
vives occupied seats at the head table. 

After the dinner there was a moonlight steamboat ride on 
Lake Champlain and then the grand ball in the Auditorium. 


"All Chiefs’ Program" Thursday 


Thursday was devoted to the “All Chiefs’ Program” with 
papers of practical interest written and delivered by Fire 
Chiefs. 

The first paper was on “The Chemistry of Fires” by 
Chief Oliver T. Sanborn, of Portland, Me. 

The report of John W. O’Hearn as Secretary and Treas- 
urer was received. This showed a totai membership of 698 
divided by states as follows: Maine, 51; New Hampshire, 38; 
Vermont, 26; Massachusetts, 391; Rhode Island, 49; Con- 
necticut, 116; New York, 20; Ohio, 2; Louisiana, 1; New 
Jersey, 1; Pennsylvania, 1; and Wisconsin, 1. 

The report of the Auditing Committee was received and 
telegrams were read from Howard L. Stanton, Ex-Chief of 
Norwich, Conn.; and from Chief Fred A. Clark, of Attle- 
boro, President of the Fire Chiefs’ Club of Massachusetts, 
both of whom were unable to be present. 

Frank Cushman, of Washington, D. C., and Robert O. 
Small and M. Norcross Stratton, of Massachusetts, were 
elected honorary life members of the association. 

Chief James S. Warnock, of Swampscott, Mass., and City 
Electrician W. H. Greenlay, of Beverly, Mass., who is presi- 
dent of the International Association of Municipal Elec- 
tricians, spoke on the rules and regulations which are being 
drawn up for a standard method of laying underground fire 
alarm cables, grounding of wires, insulation, etc. 

Upon motion by Chief George L. Johnson, of Waltham, 
Mass., it was voted to appoint a committee to confer and co- 
operate with the New England Municipal Signal Association 
in this matter. 

It was decided upon suggestion of President Tierney to 
have the papers on “The Training of Firemen” by Chief 
Charles L. McCarthy, of Worcester; and on “Fire Depart- 
ment Hydraulics” by Chief Eugene T. Ricker, of Biddeford, 
Me., printed in the official proceedings of the convention. 


Chemistry of Fires 


Chief Sanborn, of Portland, read a very interesting paper 
on the chemistry of fires. He pointed out that fire means 
combustion, that something is being destroyed, and that this 
is evident to us through our senses of sight, smelling, and 
feeling. He described the chemical elements involved and 
said that the three methods of extinuishing fires are by 
cooling, smothering, and snuffing out. Oxygen when united 
with other chemical elements causes oxidation. The four 
primary causes of heat are lightning, friction, chemical reac- 
tion, and the rays of the sun. Hot air explosions at fires 
are caused by the chemical union of free oxygen in the air 
with hot gasses in a building. Spontaneous combustion takes 
place slowly at first and then becomes more rapid until igni- 
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tion occurs. The uniting of oxygen with other elements 
causes fire. Vegetable oils are the most dangerous from a 
fire hazard standpoint. The Chief declared that the chemistry 
ot fire is an important subject for study by firemen. 

A vote of thanks was tendered Chief Sanborn for his 
excellent and interesting paper. 


Keeping of Fire Department Records 


The second paper presented was on “The Keeping of Fire 
Department Records” by Chief John C. Moran, of Hart 
ford, Conn. 

This was of great value and interest and gave details of 
the various record forms needed in a modern Fire Depart- 
ment. Card records should be kept of each member, records 
kept of all meetings of the Fire Commissioners, records of 
the pay rolls, records of all physical examinations, sickness, 
accidents, etc., men attending drill school, on special details, 
etc. Each fire house should keep a daily house report with 
the times of arrival and departure of all firemen, alarms, 
visitors, etc. The Chief’s daily report will include leaves of 
absence, fire record, etc. The fire service record should in- 
clude reports of all still and bell alarms, location of the 
hydrants used, delays if any, time of duty, cause of fire, 
accidents if any, amount of hose and ladders used, and to 
whom the company officers reported. 

The various company reports will be consolidated in a 
report by the Battalion Chiefs. Forms are needed for fire 
insurance data, owner, occupants of the premises, etc. Other 
record forms are those for building inspection reports, sick 
leave reports, hose repair records, company gasoline books 
showing the amounts of gas and oil received and used. These 
reports should be checked monthly. Daily report sheets are 
issued by the fire alarm office. There are also battery charg- 
ing records, a fire alarm box inspection sheet for each box, 
and blue prints of all cables and wires are indispensable. 
Card records should be kept of each piece of apparatus, miles 
operated, amount of repair work required, etc., with monthly 
reports for each piece of apparatus. 

Records should be kept for each length of hose with the 
initial cost, date of delivery, tests, etc. The fire prevention 
office records should be kept in metal filing cabinets so as 
to be readily accessible. Building records should be made 
out in duplicate and filed by street and number. A map of 
the city should be made showing location of fire houses and 
fire alarm boxes with different types of pins to be attached 
showing where fires occurred and the types of fires. 

In Hartford the names of all persons who have had fires 
in their premises are cross indexed for future reference. 
There are inspection reports for all oil and gasoline storage 
tanks and permit cards for their installation. 

Chief Moran stated that range oil burners and the storage 
of oil for them have created a new hazard in tenements and 
homes. Rigid inspection and supervision is required. Per- 
mits are required for all such installations, 

Monthly reports are made of all stock and supplies on 
hand and there is an annual inventory. Comprehensive re- 
ports made desirable information always available, the Chief 
pointed out. 

Upon motion by Chief Patrick J. Hurley, of Holyoke, 
Mass., a vote of thanks was given Chief Moran for the paper. 


Use of One-and-One-Half-Inch Hose 


Chief Henry R. Taft, of Norwich, Conn., read a paper 
on “The Use of One-and-One-Half-Inch Hose.” The Chief 
declared that the use of small hose is given too little con- 
sideration by many Chiefs. It is used in England and France 
with Y connections to larger hose. Norwich has used 1%- 
inch hose for the past 12 years. Four motor pumpers and 
two combination wagons are equipped with 200 feet of 1%- 
inch hose. An adapter is coupled onto to 24%-inch hose. The 
small lines are easily handled and are handy for fighting fires 
in partitions. Their use prevents excessive water damage. 
The Chief told of experiences at various types of fires where 
the use of small lines proved effective. 

Upon motion by Chief John S. Pachl, of the Annex Fire 
Department, New Haven, Conn., a vote of thanks was ten- 
dered Chief Taft for the paper. 

(Proceedings concluded in the next issue) 





Under present plans, no new firemen will be appointed this 
year at Columbus, Ohio. No vacancies will be filled nor 
will there be any additional salary cuts. 
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REDUCING THE NUMBER OF ARSON CASES 


[RES of incendiary origin appear to be epidemic in 
character. Should the public see that financial re- 
wards are reaped following a blaze believed to be of 
incendiary origin, it is logical to believe that the suc- 
cessful method will be duplicated. It is, therefore, neces- 
sary to check conditions conducive to questionable fires. 
This discussion is a continuation of the one which 
was published in the previous issue. The problem in 
full is contained in the box on this page. In the box 
on the following page is the question that will be treated 
in the next issue. Should you have some comments that 
you would like to add to the next discussion, you are 
invited to write to the “Round Table Editor,” Fire 
ENGINEERING, 24 West 40th Street, New York, N. Y. 


Discussion of the Question 


Standifer Ferguson, Chief, Fort Worth, Texas, 170,000: A 
more thorough investigation by insurance agents and 
companies of risks and moral hazards should be made 
to reduce the arson cases, 

We have no help from the Police Department unless 
requested. We have a fire prevention bureau and all 
suspicious fires are thoroughly investigated and one 
member of the District Attorney’s office, who works 
with the Fire Prevention Bureau. We have had in the 
last two years, 24 indictments, and 16 convictions for 
arson or 100% convictions so far as have been tried. 
Arson fire losses have been reduced approximately 50%. 


W. P. Payne, Chief, Spokane, Wash., 115,514: A complete in- 
vestigation is made of all cases pertaining to arson and if 
any evidence should be found, a warrant would be is- 
sued. Even if you do not get a verdict, it will help to 
stop them. 

Obscured windows in my judgment do not make any 
difference either way. 

The police service is at the Fire Department’s disposal 
at all times. They have helped us numberless times and 
have done very efficient work in 
that line. Our Fire Marshal and 
the Police Department always join 


tigated by the Fire Marshal's office and the city de- 
tectives are assigned on all cases where such services 
are warranted. The cooperation between the Police and 
Fire Departments is 100%. 


Henry H. Heitman, Chief, Waterbury, Conn., 110,000.: To 
reduce the number of arson cases, I would suggest hav- 
ing the police and investigating bureau of the Fire De- 
partment along with the insurance inspectors work 
jointly and grant police power to the Bureau of Fire 
Prevention. 

We know, so far as this city is concerned, that the 
crime of arson has not been encouraged by fire sales. 

The Fire Department of Waterbury works jointly 
with the local state police in the investigation of any 
and all suspicious fires. 


Michael P. Leonard, Chief, Erie, Pa., 117,000: A good plan to 
lessen the arson cases, is to have insurance company 
agents make an inspection of property and contents of 
all business places and residences before placing insur- 
ance to avoid over-insurance. Investigate the character 
and fire record of the person applying for insurance. A 
close check-up where they previously resided or done 
business should be made. Where additional insurance is 
required an inspection should be made of their books to 
learn why the additional insurance is needed. 

We have no record where windows obscured by win- 
dow display advertising has been a benefit to the arson- 
ist. Should a fire occur in a business place so posted 
it would cause suspicion immediately. 

Where evidence of fire by arson is shown, it is in- 
vestigated by officers of the Fire and Police Department. 
We have found the Police Department willing to render 
every assistance when called upon. A report of all fires 
where there is a loss is sent to the State Fire Marshal, 
at Harrisburg. Where the fire is of a questionable nature 
the service of the State Police is secured. 


M. E. Clark, Chief, Williamsport, Pa., 45,729: Continuous 
fire sales and obscured display windows encourage un- 
scrupulous competitors to have fires of incendiary origin. 
This is especially so where there has been a laxity of 

investigation of previous fires. 

We have found a decided decrease of 
incendiary fires in our department. We 





forces any time they are needed. 


make an effort to find the cause of every 
fire. If it looks like a fire of doubtful 





Wm. J. Lutz, Chief, Wilmington, Del.; 
110,000: Having the cooperation of 
the insurance companies to avoid 
over-insurance is a very important 
factor in trying to reduce the num- 


HERE IS THE PROBLEM 


cause, the firemen gather all evidence 
possible, immediately after the fire. A 
report is then sent to the State Fire 
Marshal’s office, to the Department of 





ber of arson fires. Over-insurance de- 
pends very much on the insurance 
agents, and in many cases there is 
no investigation made when plac- 
ing the insurance. 

While it is true that every home, 
manufacturing plant, and business 
place, should be protected with 
proper insurance, it should be a 
misdemeanor for any person, etc., 
to carry over-insurance, that is, to 
be over-insured, 

The Chamber of Commerce have 
had the Mayor and Council enact 
the proper ordinance that prevents 
all but legitimate fire sales. 

All fires are immediately inves- 


What arrangement would you 
suggest for reducing the number 
of arson cases? 


In what way do you believe 
that obscured display windows 
and continuous fire sales encour- 
age arson? 

How does your department 


work with the police in running 
down arsonists? 








Arson of the National Board of Fire 
Underwriters and also to the Fire Ad- 
justment Bureau which, in turn retards 
quick adjustment of claim until tho- 
rough investigation is made. In the 
event that we are unable to gather 
enough evidence for prosecution of ar- 
son, but the circumstances show that 
the fire was of incendiary origin, it is 
recommended that the insurance should 
not be paid. This, of course, results in 
a Civil Court suit. 

The local Police Department coop- 
erates with us in the investigation of all 
arson cases and on several occasions 
alert police have stopped possible in- 
cendiary fires. 
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practice to have the insurance com- 





Va., 34,000: To reduce the number 


panies check-up on their risks at all 





of arson cases, I would suggest that 
the insurance companies refuse to 
insure property of persons who have 
had fires suggestive of arson. As 
it is now, one company will turn 
them down and another company 
will come along and write them the 
insurance. 

Display windows and fire sales 
tend to keep the matter before the 
public as a “Racket.” 

Our Department notifies the 
police at once and calls in the 
State Fire Marshal immediately in 
the case of a suspicious fire. We 
give them all the assistance pos- 


sible. 


the fire siren? 


40,000: As my experience has been 
that about 90% of the arson fires 
were in connection with too much 
insurance, I would suggest that the 
insurance companies check every 
policy before it goes into effect and 
at different periods check the stock 


volunteer? 


HERE IS THE PROBLEM FOR 
THE NEXT ISSUE 


What system of signals do you 
employ to cut down on the num- 
ber of blasts necessary when using 


When you have a fire which re- 
quires a greater than normal re- 
sponse, how do you notify the 
volunteer firemen? 


Have you an arrangement with 
nearby departments for assistance 
and how are such calls handled? 


Is your department completely 


times. They should not over-load a 
firm with insurance tor this gives them 
the opportunity to profit on a fire. 
Eighty-five per cent ot arson fires are 
either for profit or malice. We have a 
detection bureau that cooperates with 
us 100% in running down this class of 
criminal. 

We check up on all suspicious fires 
and nobody is exempt from investiga- 
tion including fire insurance adjusters. 
fire insurance salesmen, and owners of 
property involved. 

A. E. Peabody, Chief, Inspection Bu- 
reau of Fire Prevention, Toledo, Ohio, 
300,000: Frequent inspections of sus- 
picious risks let owners or occupants of 
buildings know that a continuous check 
is being kept of the physical condition 
of their property against possible arson 
fires. 

It is well also to check the volume 
of business, amount of insurance car- 
ried, etc. Sometimes we inspect a sus- 
picious risk two or three times a week. 





of mercantile establishments. 


Obscured display windows are haz- 





I have had little trouble with ob- 
scured windows and have had no 
fires behind them, I1 make them 
leave an opening so that anyone 
can see into the building. 

The police have nothing to do with arson cases unless 
I request their help. I have an arson squad that acts 
on set instructions. I am the only one in the department 
who knows all the members of the squad. They report 
their findings to me in secret and I place their evidence 
together and if I have tangible evidence I notify the 
State Fire Marshal. I have the members of the squad 
divided between shifts and stations and they are not 
brought into court to divulge their identity. 


A. B. Horney, Chief, High Point, N. C., 46,745: One way to 


reduce arson in my opinion, would be to form a com- 
mittee from the Fire Department to check up on all the 
insurable property in the city and determine if possible 
if there were any over-insured places. If there.are, the 
condition should be corrected at once. 

The continuous fire sale denotes that the business is 
sick and there is nothing to cure a case of that kind 
except a successful fire, otherwise it is a case for the 
bankrupt court. 

We investigate and work with the police in all ways 

possible. If we can’t get anything out of our investiga- 
tion we turn it over to the insurance commission for its 
investigators. 
R. Etzell, Fire Prevention Engr., Long Beach, Cal., 
142,000: To reduce arson cases it is necessary that Fire 
Departments maintain regular arson bureaus, operated 
by men with special training and qualifications for this 
type of crime detection, that laboratory be conducted in 
connection with the bureau, equipped with microscopic 
and other scientific instruments for studying and deter- 
mining the various chemical changes created by combus- 
tion; that each State adopt the “model arson law,” and 
that the general public be educated to the fact that arson 
is a “major crime.” Too many people are prone to be- 
lieve that the burning of insured property is the concern 
of the fire insurance companies alone. The best way to 
my mind that this education can be brought about is by 
obtaining convictions. However, such convictions can- 
not be obtained under haphazard methods of detection. 
Organized criminals respect scientific methods of crime 
detection. 

Obscured display windows and continuous fire sales 
encourage arson through the power of suggestion. 

The Police Department of our city cooperates with 
the Fire Department in all fires where arson is suspected. 
However, we have no arson bureau, this work being 
done by the Fire Prevention Bureau. 


C. W. Schlagel, Chief, Shamokin, Pa., 21,500: Stricter and 


severer laws would reduce the number of arson cases. 
I think that all fire sales should be stopped. We work 
to the fullest extent with our State Police on arson cases. 


Harry B. Brown, Chief, Reading, Pa., 115,000: To lower the 


number of arson cases, I believe it would be a good 


EL RR A ESL LOI ELIE A places, 


ards and we frequently inspect these 
These inspections discourage 
arson, 
We cooperate with the police and the 
State Fire Marshal. The bureau investigates every sus- 
picious fire or circumstance connected with a suspicious 
fire. We keep in close touch with adjusters. 

We reach the thinking element of our community by 
giving a book mark with each book issued through the 
public library also one is given to each school child in 
Toledo on “How to Help Save Life and Property.” Our 
fire loss for 1933 was $1.21 per capita. 


S. D. O’Conor, Chief, Beaumont, Tex., 57,722: We take pic- 


tures of all suspicious fires, draw diagrams of everything 
in all rooms in buildings and submit same to Grand 
Jury. Their indictment will go a long way towards stop- 
ping arson fires even though one is unable to get a con- 
viction. Most arsonists seem to dislike very much being 
accused of setting fires; more than if they were being 
accused of something else. Another thing that would 
help to curb them would be an arson law which accepts 
circumstantial evidence as it does many other felonies. 
Even in the case of murder this type of evidence is 
accepted. 

We do not allow merchants to obsiruct windows or 
doors by plastering papers over them. They must leave 
enough room so that patrolmen may be able to see the 
entire interior of the store. As for continuous fire sales, 
they are merely an advertisement and are the type of 
advertising which should be stopped. 

Whenever we have a suspicious fire we call in the 
Police Identification Department which takes all the pic- 
tures for us and does whatever finger printing may be 
necessary. It is a wonderful help in running down 
arsonists. 


L. P. Willis, Chief, Pueblo, Col., 54,000: To reduce the, 


number of arson cases I believe that insurance agents 
should be careful and not over-insure bad risks. 

Obscured display windows covered with advertising 
posters prevent the general public from seeing what is 
going on inside the building. 

The Fire and Police Departments cooperate in running 
down arsonists. We bring the suspects in for investiga- 
tion and always notify the. National Board’s special in- 
vestigators, 


Henry R. Taft, Chief, Norwich, Conn., 22,048: There is only 


one cure for reducing the numbers of arson cases, and 
that cure rests with the insurance companies who write 
the policy by checking up and finding out if the person 
seeking the insurance can produce a bill of sale or in- 
ventory to the amount in real values of the sum he 
requests from the insurance company. 

Obscured window displays and continuous fire sales 
do not do a thing to encourage arson any more than a 
bargain day sale because it is the amount of insurance 
he can buy that induces him to take the chance of having 
a fire and collecting his insurance—and most invariably 
he collects. 

Our department works with both the local and state 
Police Department, by immediately starting an investiga- 
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tion if there is anything suspicious about the fire. 

C. W. Carliss, Chief, Lagrange, Ga., 22,000: I think insurance 
agents should be fined if, after a fire, investigation shows 
over-insurance. Over-insurance is the bottom cause of 
the most arson cases. 

We have very few suspicious fires. We try to help the 
police in any way possible. 

Irby Klinck Chief, Memphis, Tenn., 263,000: A thorough, 
careful and strenuous investigation of all suspicious fires 
would help to reduce the number of arson cases. 

Large and sensational fire signs covering front of 
buildings and show windows naturally encourage other 
“distress” fires to a large extent. 

Firemen are trained to look for, identify, and preserve 
evidence of arson and incendiarism. Memphis police 
cars are equipped with radios and the cruisers answer 
all alarms of fire, consequently securing first hand evi- 
dence of suspicious fires, and together with the Fire 
Marshal's office, make investigation and work on the 
case. The results—more than 40 convictions since 1929. 

Peter Beckerle, Chief, Danbury, Conn., 28,000: Withholding 
the payment of insurance until the party who has a 
questionable fire has been proven innocent of any sus- 
picion would aid materially in reducing the large num- 
ber of arson fires. 

Obscured windows are a great source of mischief and 
distrust, and leads the public to feel that things are not 
strictly on the “up and up. 

Fire sales are an inducement for a neighbor who can- 
not stand the competition to get in the game. We turn 
over arson cases to the State Police Department and 
work with them in clearing up the case. 

G. L. Frock, Asst. Chief, Springfield, Ohio, 68,000: Good in- 
spections by firemen help to reduce arson cases. 

Obscured display windows give the merchant a good 
chance to build a set up of cheap merchandise to make 
lots of smoke with littke damage. Hazard Inspectors 
and Detectives work with the Chief of the Fire Depart- 
ment in bringing the arsonist to justice. 

B. L. Warlick, Chief, Jackson, Tenn., 25,000: Insurance com- 
panies should establish a black list keeping the agents 
from over-insuring property to assist in keeping arson 
cases down to a minimum. The insured should be made 
to make an affidavit beforehand which would also help. 
If the insured profits by fire sales, in my opinion it 
encourages others who think they may profit in the same 
manner. 

The Chief of the Department, with Police Captains, 
investigate all suspicious fires. We also have State Fire 
Marshals assist 


J. L. McLane, Chief, Charleston, W. Va., 65,000. I believe 
it is wise to follow up every fire with an investigation by 
the arson squad; get newspaper publicity on what you 
are doing. This has had it’s effect in this city. 

Obscured windows have a tendency to keep the 
thought of burning or selling out to the insurance com- 
pany in the mind of the arsonists. 

This department works with the Fire Marshal’s office 
when deputies are available; if not we work alone on 
suspicious cases. 

I. M. Hubbard, Chief, Greenwich, Conn., 35,000: A good 
policy is to have laws passed where arson cases would be 
dealt with severely, as murder cases are dealt with. Arson 
cases cause loss of life, property and damage, that never 
can be replaced. Such losses are uncalled for. 

Display windows for fire sales should be unlawful. 
if manufacturers, business houses or merchants knew 
this was unlawful and probably would not collect insur- 
ance if same was found, they would think twice before 
committing the act. Insurance company could aid ma- 
terially in reducing the number of arson cases by not 
over-insuring. 

If the question of arson arises it is reported to the 
Chief of our local Police Department. He in turn notifies 
the State Police, and our department in cooperation with 
these two units try to solve the case. 


John Tisins, Chief, Alton, Ill., 31,000: In the first place to 


aid in reducing arson cases, take the Fire Marshal's 


office out of politics and don’t change the men every 
four years such as is being done in this state. 

Windows that are all decorated with flimsy decora- 
tions are very bad, but a good alibi for the ones having 
the sale. 

Our Fire and Police Departments cooperate very well 
and have run down four cases this year. 
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Charles J. Brennan, Chief, San Francisco, Calif., 688,627; 
The following practices would reduce arson cases: 
Thorough investigation of all suspicious fires; vigorous 
prosecution in all incendiary fires; prevent fraudulent 
over-insurance. 

Obscured windows screen criminal activities and pre- 
vent prompt discovery of fires. 

The Fire Marshal is vested with police powers and 
gets fullest cooperation from detective bureau in prose- 
cuting arson cases, 

W. E. Twitty, Chief, Lubbock, Tex., 24,000: Give each and 
every case that looks like arson a thorough investigation, 
as arsonists do not like publicity. Also prosecute to the 
limit wherever possible. 

Fire sales encourage others to do likewise, where 
good profits are apparent. We give the Police Depart- 
ment all the assistance possible in running down arson 
cases. 

Henry Sager, Chief, Muskogee, Okla., 32,600: We stop arson 
cases in our city by giving good sentences to those 
convicted. 

Obscured windows and fire sales set the arsonists to 
thinking and eventually he follows previous examples. 
We turn our suspicious cases over to the police and 
they run down the arsonist. 

C. L. Ingram, Chief, Montgomery, Ala., 70,000: To reduce 
arson cases simply—take the profit out of fires and 
educate the public to know that they, in the long run, 
pay for these arson fires and fire sales. The City Fire 
Inspector works with the State Fire Marshal on sus- 
picious cases. 

W. A. Foster, Chief, Boise, Idaho, 24,000: To reduce arson 
cases the Fire Department should work with the Rating 
3ureau and see that places are not over insured. In- 
spections should be made frequently to find the value of 
the establishment and if over-insured, make an effort to 
have the insurance cancelled. 

If arson is suspected, the case is turned over to the 
Police Department immediately. Fire Department works 
with the Police Department on arson cases. 

G. Rehm, Chief, Mobile, Ala., 68,200: I would suggest hang- 
ing arsonists, and this would soon discourage further 
set fires.” 

I think obscured windows encourage arson. One As- 
sistant Chief, one Deputy Sheriff and one Lieutenant 
from the Police Department work on all suspicious fires. 

J. Nygren, Chief, Joliet, Ill., 43,900: Reduction of insurance 
would reduce the number of arson cases. 

Obscured window display and fire sales show over- 
insurance and lack of business and should be carefully 
inspected and checked-up at all times. 

The organized arson squad of our city cooperate with 
the police in running down arsonists. 

Joseph Roberts, Chief, Tucson, Ariz., 32,500: Convictions of 
cases is the surest way to reduce future arson cases. 
Both our Police and Fire Department work together to 
run down the arsonist. 

W. G. Hobson, Chief, Winston-Salem, N. C., 76,000: In 
most cases the cause of incendiary fires is too much fire 
insurance. The Police and Fire Department work closely 
on all such cases. 

L. E. Gramley, Chief, Aurora, IIl., 46,000: The strict en- 
forcement of present arson laws would greatly reduce 
arson cases. Both the Fire Department and the police 
afford one another the fullest cooperation whenever 
needed in running down arsonists. 

W. N. Bates, Chief, Elyria, Ohio., 26,000: Whenever there is 
a suspicious fire we thoroughly investigate and call in 
the Ohio State Fire Marshal. 

The Fire Department takes the lead in running down 
arsonist. We always call in the State Fire Marshal's 
department and our city detective always gives us 100% 
cooperation. 

M. W. Lawton, Chief, Middletown, Conn.: 25,000: A change 
in our present arson law, whereby the courts would not 
demand such ironclad evidence, would have a tendency 
to reduce arson cases in this state. 

Obscured windows in places of business, gives a fire 
once started a chance for good headway and less chance 
of being discovered in time to collect evidence of arson. 
Fire sales cover a multitude of sins. Goods are brought 
in that have never been subjected to a fire, and if the 
sale is successful, it encourages the fellow whose business 
is bad to take a chance. 

We report suspicious fires to the Police Department 
and to the State Fire Marshal. The National Board of 


















for JULY, 1934 


Fire Underwriters” investigator is called in, and he works 
with the local police. 


Thomas Flannery, Chief, Wilkes Barre, Pa.: 90,000: There 
should be a campaign, educating the public on the danger 
of fire. The public should be shown how little the ar- 
sonists consider the danger to life and property when 
they start a fire. By this method of education I think 
we would be able to secure more convictions in court. 

We do not allow obscure display windows and as for 
fire sales we have very few of them as they very seldom 
prove a success financially. 

As soon as we have a fire the police and representatives 
of the National Board of Fire Underwriters for the dis- 
trict are notified immediately, especially in cases of sus- 
picious origin. 


James Welsh, Chief, Eau Claire, Wis., 27,000: To reduce the 
number of arson cases I would suggest that the face 
value of their insurance policies be so controlled that it 
would not tempt them to sell out to the insurance com- 
panies. I fully realize that this is a real problem for the 
insurance companies; however, I feel that it could be 
worked out. 

Obscured display windows and continuous fire sales 
are the ideal conditions for the arsonist. They and their 
business cannot stand the light of day. The mob of 
bargain hunters are as a rule victimized; it is profitable— 
why not continue? 

In my city we appear to be almost immune from the 
arsonist; however, we contact the office of the State Fire 
Marshal when such cases do occur. 


J. E. Held, Chief, Alliance, Ohio, 22,000: I would suggest a 
closer ‘and more thorough inspection of all applications 
for insurance and that a periodical report and inspec- 
tion be made of the insured after insurance has been 
granted. Some method should be found that would 
prohibit overlapping or excessive insurance on proper- 
ties or contents to aid in lowering “set” fires. 

Obscured show windows are an open invitation for 
arson and should be prohibited. An opening from all 
show windows to main store rooms should be large 
enough and of such height that a view of the floor could 
be seen in time. It would be a great aid to prevent the 
spread of arson and would tend to reduce the arson 
hazard. Continuous fire sale methods tend to suggest 
the thought of having a fire of their own ard a time 
limit should be placed on the duration of such a sale. 

Two men from the Police Department aid the arson 
personnel of the Fire Department in all suspicious fires. 


H. Shipman, Chief, New London, Conn., 35,000: In my 
opinion over-insurance is the greatest cause of arson. I 
believe this could be reduced materially by not allowing 
over 75% coverage and even this should be checked 
periodically, in a similar way as the mutual companies 
do their risks. 

An officer of the Detective Bureau responds to al! 
alarms and inspects the building with the Fire Marshal 
after each fire. If evidence of arson is found they work 
together on the case. Occasionally it is a job for an 
expert and in these cases we call the investigator main- 
tained by the National Board. 


Geo. Alford, Chief, Pine Bluff, Ark., 20,820: Each and every 
state should have strict arson laws and these should be 
rigidly enforced. Every effort possible should be made 
to convict any person or persons charged with this crime, 
notwithstanding that most cases are handled on purely 
circumstantial evidence. If convictions were possible, 
and the person is made to pay the penalty to the fullest 
extent, this would tend to open the eyes of the people 
who might be considering such a crime. 

Obscured windows make it difficult to view the inside 
of the store from the outside. This enables the person 
contemplating arson to “plant” his place of business at 
will. Windows so obstructed hold back any reflection of 
fire and cannot be seen from the outside until the fire 
has gained considerable headway. All fire sales will as 
a rule have windows well] plastered with sale signs. As 
a precaution, we have in our City a law preventing the 
practice of obstructing windows in the high value district. 

We closely check the fire while still burning, and 
gather as much information from neighbors and bystand- 
ers as possible. In some cases we offer small rewards 
to the right party. We also check all suspicious actions 


of anyone connected directly or indirectly to a place of 
business or home for that matter. 








Connecticut Firemen to Meet 


Elaborate plans are being made for the fifty-first conven- 
tion of the Connecticut State Firemen’s Association which 
will be held in Elks’ Hall, Waterbury, Conn., Friday and 
Saturday, August 17-18. 

The offices of the Executive Committee will be at Fire 
Headquarters on Field Street, where a meeting will be held on 
Thursday, August 16, at 4 p.m. The Committee on Creden- 
tials will meet at Elks’ Hall at 9 a.m. on August 17, where 
delegates will present credentials prior to the opening session. 
The convention will be called to order at 1l a.m. The pres- 
ent officers of the Connecticut State Firemen’s Association 
are President, William E. Sheehy, Jr., Shelton; Vice-presi- 
dent, John Griffin, Norfolk; Secretary, D, W. Harford, South 
Norwalk, and Treasurer, M. T. Souney, New Britain. 

Tuomas F. Macner. 





Indiana Chiefs Elect Marshall Ellet 


Marshall Ellet, Huntington, was elected President of the 
Indiana State Fire Chiefs’ Association at the convention held 
at Terre Haute, June 20-21. 

Asst. Chief John J. O’Brien, 
meeting. Chief Archie McCabe, 
was in charge of emergency demonstrations, 
mitt Cox demonstrated the conductivity 


Indianapolis, spoke at the 
Secretary of the association, 
and Chief Em- 


of fire streams and 


common electrical effects. Capt. Carl E. Steup, Indiana 
Inspection —— demonstrated automatic sprinklers. 
Chief J. Fetters, Mishawaka, extended an invitation to 


attend the pase convention of the I. A. F. C. to be held at 
Milwaukee. 

The Chiefs accepted the invitation of Chief Carl 
Wabash, to hold the 1935 convention there. 

Joseph Shirk, Gary, was re-elected Vice-President; A. E. 
Homann, La Porte, Second Vice-President; Archie McCabe, 
Muncie, Secretary; John C. Stahlhut, Fort Wayne, Treasurer. 


Elshire, 





Oklahoma Firemen Hold Convention 


A talk by Harry K. “Smoky” Rogers, of the Western 
Actuarial Bureau, was an outstanding teature of the fortieth 
annual convention of the Oklahoma State Firemen’s Associa- 
tion heid at Alva, Okla., June 25-27. The visitors were wel- 
comed by Mayor O. L. Hayden and Chief E. H. Miller, 
McAlester, responded for the firemen. Others who spoke 


at the opening of the convention were Chief W. T. Warren, 
Chief George B. Goff, Oklahoma City, and J. Ray Pence, 
Stillwater. 


The school for Pension Board members was well attended. 
The instructors included Jess G. Read, State Insurance Com- 
missioner; John Rogers, State Examiner and Inspector; 
Charles Slemp, Secretary, Oklahoma State Firemen’s 
Association. 

Six speakers contributed to a discussion on training fire- 
men. Those present commented favorably on, “A Lesson 
from the Firemen’s Training School,” by W. Fred Heisler, 
A. & M, College, and H. J. Clark, Chief Engineer, Oklahoma 
Inspection Bureau. A proposed future training program for 
Oklahoma firemen was presented by L. K. Covello, State 
Supervisor of Industrial Education, and was adopted by the 
association. 4 

In his talk, “Smoky” Rogers gave a graphic picture of the 
recent Chicago conflagration. 

A paper was contributed by Jay W. Stevens, Fire Marshal, 
California, and was read for him as he could not attend. 

There was a lengthy discussion of problems confronting 
Fire Departments. Changes were also suggested for the 
pension law. 

The entertainment consisted of two 
a dance with a floor show. 

Over three hundred persons attended the 
Eighty-six departments were represented. 

The next convention will be held at Oklahoma 
John H. Moore, Ardmore, was elected President; George F. 
Ross, Oklahoma City, Vice-President; Sid Bean, Tahlequah 
and W. T. Warren, Alva, Directors. Charles Slemp was re- 
elected Secretary-Treasurer. 

During the three days, the Women’s 
sixth annual convention. 


“Dutch suppers,” and 
convention. 


City. 


Auxiliary held its 





Thirty-six ‘firemen of Tacoma, Wash., who were laid off 
last February when the firemen made their salary demands 
upon the Council, have been ordered reinstated by the City 
Council. The city may reopen some of the closed stations. 
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yuestions ~ Answer! 


NOTE—Readers are invited to send in questions, 
which will be answered in the order received. Names 
are omitted from questions unless otherwise specified = 
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Explosibility of Ammonia 
To the Editor: 


Would you be kind enough to give us the following 
information ? 

(1) At what temperature would ammonia tanks in 
a refrigerating plant rupture and explode? 

(2) Has ammonia an ignition point? If so what? 

(3) What percentage of air mixed with ammonia 
vapor will make it explosive ? c. W. 

Answer: The temperature at which an ammonia tank would 
rupture depends entirely upon the construction of the tank 
and the quantity of gas therein. No two tanks would have 
the same bursting pressure. 


We are unable to find any definite ignition point for am- 
monia gas. It probably varies with the percentage of air 
present. 


Ammonia gas from 11 to 13 per cent by volume mixed with 
air will explode. Below and above these limits no explosion 
will take place. 


Nozzle Pressure and Discharge 


To the Editor: 


How many gallons per minute would be the flow from 
a one-inch tip on a 2%-inch fire hose at 115 Ibs. pressure 
at the hydrant, on a layout of 500 feet of fire hose? 

W. E. A. 

Answer: lt is first necessary to find the nozzle pressure. 
This may be found by the following formula: 

Nozzle pressure = engine pressure + (1.1 + K L), 

Where K is a factor depending upon the nozzle and hose 
diameters, and is, for l-inch nozzle on 2%-inch hose, .105; 
L, the number of 50-foot lengths of hose in the line, is 10. 


Then nozzle pressure = 115 + (1.1 + .105 x 10) 
= 115 + (1.1 + 1.05) 
= 115 + 2.15, or 53% lbs. approx- 
imately. 


Discharge in gallons per minute is found by the follow- 
ing formula: aaa 

Discharge = 30x dxdx/V p. 

Where d is the nozzle diameter in inches 
sure in pounds per square inch. 

Then discharge = 30x 1x1xvV 53.5 
= 30 x 7.31 
= 219.3 gallons per minute. 


and p, the pres- 





Qualifications of an Officer 
To the Editor: 


Will you kindly answer the following questions: 

What kind of a man would you select as deputy chief? 

How would he improve the morale of the men in his 
charge? BA. in 

Answer: Regarding the type of a man to select for a deputy 
chief, he must be a man who is thoroughly acquainted with 
the duties of a deputy chief; he must have had experience 
in handling men, and have proven his ability in this line; he 
must have had a wide experience in fire department work; 
a good physique; enthusiasm in the type of work to be as- 
signed to him; he must have proven his ability to command 
men by his attitude toward former subordinates; he must, 
of course, be eligible for the job through the results of a 
mental and physical examination conducted to test his 
fitness. 

As to improving the morale of the men in his charge, an 


officer must in the first place know the rules and regulations 
of the department and rigidly enforce them. He must play 
no favorites, but be fair. Bring charges against violators, 
where such charges are justified and see that the charges are 
carried through to final action. Nothing instills respect of 
members of the department for a commanding officer than the 
feeling that he is a “square shooter” and is working for the 
interest of the department. One of the elements most de- 
structive to the morale is the “playing of favorites.” No man 
objects to submitting to discipline as long as he knows that 
all the rest of the force receives similar treatment. Morale 
cannot be obtained by bulldozing nor bluffing; no real man 
will quietly submit to being bulldozed or bluffed by a 
tyrannical officer, and afterwards give the best that’s in him. 
Neither can discipline be obtained by the “will you please” 
method; that method shows weakness and is always de- 


tected. The best results are obtained by firmness with 
fairness. 
Finally, an officer must have the respect of his men, and to 


be in a position to improve the morale of the men, must be 
recognized as fit for his job. He must be thoroughly familiar 
with his work, with all the rules and regulations of the de- 
partment and should be willing at all times to help the 
ambitious members of the department by furnishing such 
information as they may request in their studies. 

One point which is commonly overlooked, and which has 
considerable to do with morale, is the question of deport- 
ment. At roll call, the officer should insist that men appear 
in uniform of the day, as prescribed by the rules and regu- 
lations—neat and clean in personal appearance, and uniform. 
The officer should appear likewise. 

In its final analysis, morale is developed by making the 
men live up to the rules established by the department for 
their government. It is the only way to keep the men on 
their toes. 





Small Standpipe Connections 

To the Editor: 

Your aid is solicited to clear up a few puzzling prob- 
lems. Questions are as follows: 

With reference to old buildings—standpipes without 
siamese connections and outlets smaller than 2% inch: 

(a) Do all manufacturers use National Standard 
Thread ? ; 

(b) Is it feasible to use an increaser, 2 to 2% inch, 
to siamese lines at nearest outlet and use an increaser, 
2 to 2% inch, to connect 2% inch hose? 

(c) What is the smallest size standpipe that could 
be used ? 

(d) Same conditions as above—what smallest size 
gravity tank to supply 2%-inch line with efficient stream ? 

(e) Is it feasible to operate, by means of special 
constructed increaser, 21-inch line of hose off standpipes 
having 1%4-inch outlet? c & WwW. 


Answer (a). No, not all manufacturers use National Stand- 
ard Thread on standpipe connections. As a matter of fact 
thread is usually specified and the connections thereon should 
correspond with those on fire apparatus and hose in the de- 
partment. 

Answer (b). Yes, it is feasible to use an increaser from 2 
to 2% inches to siamese lines at nearest outlet and also to 
use an increaser of 2 to 2% inches to connect 2%4-inch hose 
to a 2-inch standpipe. 

Answer (c). Two-inch standpipe is used to considerable 
extent in buildings of a moderate height and comparatively 
small areas. This is the smallest size standpipe commonly 
employed. It cannot be depended upon to give more than 


two streams for inside use. - 
Gravity tank supplying a standpipe system 


Answer (d). 
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should be of sufficient capacity to enable operation of streams 
on fire by occupants of buildings until fire department arrive. 
Ordinarily, a 3,500-gallon tank is considered the smallest satis- 
factory tank for average usage. 

Answer (e). It is feasible to operate, by means of a special 
constructed increaser, a 2%-inch line of hose off a standpipe 
having 1%-inch outlet, but it is not good practice. If the 
standpipe is already installed and there is no chance of having 
larger outlets furnished in the standpipe line then the next 
best thing is to provide increaser to enable the department 
to use 2%-inch hose on the 1%-inch outlet. A considerable 
drop of pressure will be experienced through the small outlet, 
however, but sufficient flow should be available to give a 
‘airly satisfactory stream for inside work, if there is sufficient 
pressure in the line. 





Toledo Fire Department Rescue Squad 


The Rescue Squad of the Toledo, Ohio, Fire Department 
is described in a recent issue of the Bulletin of Toledo 
Academy of Medicine, from information furnished by James 
R. Dutton, Chief Instructor of the Fire Department Drill 
School, of Toledo, as follows: 

“The truck carries the necessary equipment, tools, gas 
masks, and so forth, for rescuing or removing victims in 
train wrecks, automobile wrecks, building collapse, cave-ins, 
elevator accidents and similar cases that would require the 
use of acetylene cutting torches, screw jacks and other gear 
of this type. It also carries equipment for the recovery of 
victims of fire or other catastrophe. Perhaps most important 
are the First Aid Appliances, Here we find rigid and col- 
lapsible stretchers, a complete assortment of splints, band- 
ages, compresses, burn dressings and stimulants. There is 
also included a McKesson Resuscitator with a plentiful sup- 
ply of carbogen (95% Oxygen, 5% Carbon Dioxide) to be 
used for the stimulation of the respiratory system in such 
cases as inhalation of carbon monoxide, carbon dioxide, 
petroleum vapors, miscellaneous gases, smoke, drowning and 
electric shock. 

“Contrary to its name, the Rescue Squad was not meant 
solely for rescue work. The truck is equipped for the per- 
formance of other useful services incidental to fire-fighting. 
We mention only a few here. Reaching the seat of fire in 
difficult locations; entering and ventilating chemical plants or 
other indusiries where dangerous vapors are beijing gen- 
erated; shutting off refrigerators (ammonia, sulphur, carbon 
dioxide, and so forth) when piping or apparatus has been 
ruptured; fighting fires where toxic gases are present in 
dangerous quantities; operating 
under conditions in which there is 
a deficiency in oxygen; forcible en- 
try work, such as cutting metal 
bars or other metal construction 
which would hamper and delay the 
work of the fire fighting forces. 

“Of course, as Chief Dutton ob- 
serves, all this equipment would be 
practically useless were it not for 
an efficiently trained personnel in 
the Rescue Squad. The men as- 
signed to this service have all had 
the necessary instruction in First 
Aid work, in the proper use of 
equipment and in the care and 
treatment of victims. And to say 
the least, these men take a justifi- 
able pride in their Rescue Truck, 
its equipment and the responsibility 
of the positions they hold. 

“Let it be clearly understood that 
the Rescue Squad does not attempt 
to take the physician’s place. There 
is a standing order that when the 
men arrive upon a scene of call, a 
physician is to be called immedi- 
ately (if his services are indicated) 
and as soon as he arrives the crew 
will be under his orders as far as 
the treatment and care of a victim 
is concerned. 

“It will be of interest to note the 
following résumé of calls answered 
since the Rescue Squad went into 
actual service, a few months 


48) 
ay ee ; 


ago: 107 Alarms of Fire; 10 Burn 
Cases; 4 Wrecks; 1 Fractured Leg: 
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1 Fractured Rib; 3 Cases of Poisoning; 11 Cases of Resusci- 
tation (carbon monoxide); 1 Attempted Suicide (throat and 
wrist cut); 3 Cases of Heart Trouble. 

“A crew constantly on duty (four men to a shift) is avail- 
able for instant service on any and all emergencies, being 
particularly helpful to physicians in cases of resuscitation. It 
is a public service and the Squad is only too willing to 
render assistance in the most efficient manner possible. 

“The Toledo Fire Department is to be warmly commended 
for supplementing its duties with organized humanitarian 
service. Without doubt, other communities will soon follow 
the lead. The Bulletin extends its congratulations to the De- 
partment and to the Fire Laddies of the Rescue Squad.” 


Southwestern Chiefs Meet at San Antonio 

Chief W. J. Springer, Texarkana, Ark., was elected Presi- 
dent of the Southwestern Association of Fire Chiefs at the 
seventh annual convention held at San Antonio, Tex., June 
4-6. 

H. R. Brayton, Director, Texas Firemen’s Training School, 
Bryan, told of the importance of the business of fighting 
fires. Raymond §S. Mauk, State Fire Insurance Commis- 
sioner pledged the wholehearted cooperation of his depart- 
ment to the chiefs. Chief J. R. Pence, Stillwater, Okla., spoke 
on “The Electrical Conductivity of Fire Extinguishing 
Agents.” Rene J. Bernard, Chief, Thibodaux, La., explained 
the organization of an efficient volunteer department. Chief 
R. A. Bogan, Baton Rouge, La., spoke on salvage work. 
S. W. English, Texas Inspection Bureau, Dallas, told of the 
methods for operating a fire prevention bureau. 

The next convention will be held at Oklahoma City, Okla. 

Besides Chief Springer, the new officers are Chief J. G. 
Sarran, San Antonio, First Vice-President; Chief J. R. Pence, 
Stillwater, Okla., Second Vice-President; Chief J. E. Taplin, 
Blackwell, Okla., re-elected Secretary-Treasurer. 

The entertainment included an outing at Medina Lake, an 
automobile tour, and a banquet. 








Burlington, Ia., will discontinue runs to farm fire because 
of a reduced department budget. Chief Ostertag also ex- 
plained that accident insurance for the firemen only covers 
accidents within the city. 

Chief Charles E. Schrom, Washington, D. C., announced 
that the efficiency rating system in vogue for several years 
will be abandoned in favor of a merit system. Instead of 
Captains giving numerical ratings to men in their companies, 
the merit ratings will be handled by officials at headquarters 


rea 





Courtesy, Bulletin, Toledo Academy of Medicine 


The Rescue Squad of the Toledo, Ohio, Fire Department at Work 
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Seven Fatally Burned at Oil Fire 


Four firemen and three spectators died as the result of an 
explosion of a 20,000-gallon gasoline tank at a service station 
on the outskirts of Jamestown, N. Y. It is believed that the 
fire started in a pump house at the rear of the station. One 
investigator believes that a short circuit occurred when an 
employee turned a switch to pump gasoline into his tank 
truck. 

At first the fire was considered to be of small importance. 
While the employee rushed to call fire apparatus, three gaso- 
line tanks burst into flame. 

The fire attracted a large crowd. Police had a difficult time 
trying to keep the spectators from crowding towards the 
fire. They were attracted by the heavy, black smoke clouds. 
Without warning, there was a dull thud followed by a roar 
as one of the huge tanks exploded. The crowd was trapped 
between the flood of burning liquid and the river. Firemen 
who had been fighting the blaze in close quarters at the rear, 
stumbled over each other trying to reach a safer zone. 

Four units of the Jamestown Fire Department responded 
to the first alarm. Later another call was sent for foam 








Two Views of the Oil Fire at Jamestown, N. Y. 


powder Shortly after the firemen arrived seven streams 
were turned on the three tanks. 

Chief Beatty, one of the thirty persons badly burned, said 
he had asked for volunteers to help the police in driving the 
crowd back and was about to give orders to his men to get 
further back, when the tank exploded. Many of those burned 
were young boys who had crowded close to obtain a better 
view of the fire. Chief Beatty believes that some drowned 
as they leaped into the river to escape the flames. 

Che flag on the city hall flew at half mast as a tribute to 
the city firemen who lost their lives. The Mayor asked that 
other buildings in the city lower their flags. 


Belfy of Muskegon, Mich., Dead 


Napoleon Belfy, in service of Muskegon, Mich., for forty- 
eight of his sixty-nine years, and Chief of the Fire Depart- 
ment for thirty-eight years, died at St. Mary’s Hospital, 
Rochester, Minn. 

On October 17, 1930, a civic banquet was held to celebrate 
the forty-fifth anniversary of his entrance into the Fire De- 
partment. Over two hundred of the leading citizens gathered 
to pay tribute to Chief Belfy. 

The funeral was held under the auspices of the Elks Lodge 
of which he was a life member. There were delegations of 
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firemen from many parts of the state in the funeral pro- 
cession which was nearly one mile long. It was one of the 
largest and most impressive ever witnessed in that city. 





WHAT'S BURNING? 


HE following list includes fires of $50,000 loss and over 
I in the United States and Canada, for the month of 
June, 1934. These figures, compiled from the _ tele- 
graphic reports are based on estimates made _at the time, 
and are subiect to later investigation and consequent re- 
vision. Taken as a whole, however, they are an approximately 
correct view of the losses incurred. The figures represent 
loss in thousands of dollars. 


a in 
. housands 
Month Ending June 30 of Dollars 
Huntington Beach, Cal.—Plant of Fields Gasoline Co. destroyed.. 400 
South River, N. J.—Factory of American Tile & Brick Co....... 80 
St. Louis, Mo.-Warehouse of Burkhart Mfg. Co. destroyed....... 170 
Johnstown, Pa.—P. R. R. freight shed and adjoining property..... 60 
Nyssa, Ore.—-Nyssa School building destroyed.................... 65 
Isleton, Cal.—Cannery of Golden State Asparagus Co., 3 mi. out.. 160 
Woodridge, N. J.—Plant of Cellofilm Corp. damaged............. 50 
Long Island City, N. Y.—Building occupied by Korfud Co......... 50 
Portage, Wis.—-Factory of P. H. Kantro Accessory Co............ 50 
Georgetown, Me.—Summer cottages destroyed........... weseeeeee 75 
Belle Center, Ohio—Business property owned by Levi Welch...... 65 
Long Beach, Cal.—Silver Spray Amusement Pier damaged......... 160 
Sarnia, Ont.—Front Street business property................ee000. 200 
Luther, Mich.—State Street business block................ce0e0ues 50 
Bluffton, Ohio-——Property of Bluffton Milling Co. destroyed........ 50 
New Kensington, Pa.—Business property...............cececeeeees 80 
Louisville, Ky.—Oil fire on river destroyed equipment of Nugent 
Sand Co., and American Barge Lime Co..........ccccccccccccces 100 
Sycamore, Ill.—Plant of Miles CD is. ce scekacesenaenes 70 
Dayton, Ohio—Warehouse of City Ice & Fuel Co. destroyed...... 50 
Troy, Ohio—Plant of Hobart Cabinet Co. destroyed............... 80 
Archbold, Ohio—Business property damaged..................0005 65 
Erie, Mich.—Randolph Alfalfa Co. mill destroyed................4. 50 
Fredericksburg, Pa.—Plant of Sylvania Industrial Corp............. 160 
Paris, Ili.—Elevator of General Grain Corp. destroyed.............. 80 
Columbus, Ohio—Grand Theatre building destroyed................ 100 
Charleston, W. Va.—Yards of Kanawha Lumber Co. destroyed..... 125 
Portland, Ind.—Plant of Jay County Lumber Co. damaged........ 50 
Rockville, Conn..-Lumber yard of F. W. Bradley damaged....... 50 
Findlay, Ohio—Plant of Fassett Lumber Co. destroyed............ 80 
Fair Haven, N. J.—Dwelling of F. J. Burghard destroyed......... 65 
i ow Cin Ce... . . sccnbe kakead teadeeuseuseens 80 
San Francisco, Cal.—FEast Bay freight station of Santa Fe R. R.... 65 
Des Moines, lowa—Plant of A. A. Schneiderhahn Co. damaged.... 80 
Hartman, Ark.—Blue Bird mine shaft, owned by D. McGraw.... 50 
New Haven, Conn.—A. D. Steinbach building damaged............ 50 
Victoria, B. C.—Lumber plant of Moore-Whittington Co.......... 125 
Chicago, Ill.—Abandoned plant of International Harvester Co....... 80 
Memphis, Tenn.—Property of Lee Lumber Co.................... 65 
Ogden, Utah.—-Washington Avenue business property............. 65 
Cartwright, Vt.—Grenfell Orphanage and school destroyed......... 80 
Corrigan, Tex.—-Business block, downtown section................ 80 
Piovence, &. C.—Busimess property... cccccccccsccccccccccccsccses 125 
Verona, N. J.—-Plant of Verona Washing Co. destroyed............ 50 
Barnstable, Mass.—Blue Tavern destroyed.............00-000eeeeee 200 
Monroe, Mich.—Plant of Wolverine Lumber Co. destroyed......... 80 
Bethlehem, N. H.—Mt. Washington Hotel destroyed.............. 50 
Rice Lake, Wis.—Mill of Hines Lumber Co. destroyed............. 200 
Rocky Ford, Col.—Grand Theatre building, adjoining property..... 80 
Freelandville, Ind.—Evangelical Church destroyed................- 50 
Fontana, Wis.—Boat house, boats and business property........... 80 
Keewatin, Ont.—The Parkes bjJock destroyed...............+20000: 50 
Toronto, Ont.—United Motors plant damaged...............++06- 65 
Shawnee, Okla.-Woolworth store and adjoining property.......... 120 
York, Pa.—C. W. Dietz milk plant destroyed..... pee eseeseneees . 125 
Schuylerville, N. Y.—Plant of Ft. Miller Paper Co. 5 mi. north.. 50 
Atlanta, Ga.—City asphalt plant and shops..........-50+eeeeeeeeee 50 


Maryland Firemen Oppose Relief Set-up 


A committee appointed by Gov. Ritchie of Maryland to 
consider legislation toward volunteer firemen’s relief was 
unanimously disapproved by delegates to the annual con- 
vention of the Maryland State Firemen’s Association held 
at Cambridge, June 20-22. Firemen said that only one on 
the committee was a fireman and suggested that three addi- 
tional members, all firemen be added to the committee. The 
aim of the committee is to consider and prepare legislation 
to finance a firemen’s relief fund, and fire inspection and 
detection work through a tax on insurance companies. 

The convention favored the formation of a state chiefs’ 
association, the creation of a bureau to investigate and 
prosecute arson cases, and a state-wide fire prevention 
campaign. 

Sherwood Brockwell, of the North Carolina Insurance De 
partment, was one of the main speakers at the convention. 

Noble F. Fushe, Hyattsville, was elected President; 
Charles M. Potter, Cumberland, First Vice-President: John 
N. Hornberger, Annapolis, Second Vice-President; George 
R. Lindsay, Hagerstown, Secretary; Frank Truitt, Ocean 
City, Treasurer; Rev. James W. Minter, Hereford, Chaplain. 
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GOV. MOORE ADDRESSES MEETING 
OF NEW JERSEY FIRE CHIEFS 


Quarterly Meeting of Association Held at 
Long Branch, N. J.—Round Table Discus- 
sion of Current Problem Features Meeting 


speaker at the quarterly meeting ot the New Jersey 
State Fire Chiets’ Association held at Long Branch, 
N. J., June 21. 

He told the chiefs that they were in a responsible position 
and that many were working under great handicaps as’ they 
were employed by municipalities without funds. Gov. cam 
said the chiefs were not the only ones with depression prob- 
lems, as the $100,000,000 tarming industry in the state and 
the $10,000,000 shellfish industry had to be assisted. 

President Charles W. Greenfield of the association thanked 
the Governor for his splendid address. 

Mayor D. MacFaddan, of Long Branch, in welcoming the 
visitors said the firemen had a large share in the welfare of 
the state and that the association supplied the highest type of 
firemen. Others who spoke were Comm, Jones, Samuel B. 
Zartman, Commissioner of Public Safety, Congressman 
Sutphin of Monmouth County and Chris Hasselhuhn, Presi- 
dent of the New Jersey State Firemen’s Association. 

The Chiefs are backing the movement to secure the 1936 
convention of the National Safety Congress for Atlantic 
City. 

R. C. Cadman, of the New Jersey Schedule Rating Office, 
congratulated Monmouth County for being the first county 
in the state to complete hose standardization. 

The round table discussion covered such topics as: What 
advantage have chemical tanks over booster tanks? How to 
extinguish chimney fires. How to investigate arson. Should 
all fires be investigated and what should be the nature of 
the investigations? 

Mr. Johnson, of the D. L. & W. R. R., and Mr. Hopper, 
of the Lehigh R. R., were present to describe the trips ar- 
ranged by their respective railroads for the coming con- 
vention of the International Association of Fire Chiefs at 
Milwaukee, Wis. 


The following were present at the meeting: 


Ca os HARRY A. MOORE, of New Jersey, was the chief 





Add N. J. Chiefs Fred John, Dumont 

Nat. Alexander, Laurel Springs Charles F. Johnson, Harrison 

John W. Ambrose, Dunellen Raymond P, Johnson, W. Caldwell 
S. Amerinati, Morristown Frank Johnston, Gladstore 

Wm. Balbach, Keansburg G. Earle Joline, Long Branch 

Edward D. Balentine, Irvington M. T. Kennedy, W. Orange 

Ernest G. Beckert, West New York J. M. Kimble, Delanco 

O. F. Beutell, Red Bank Thomas P. Klimback, W. Caldwell 

Robert Beyer, Keansburg Joseph I. Knyslind, Long Branch 

Chas. W. Bodine, Morristown Adolf Kolberg, Dumont 

G. R. Bodine, Long Branch J. L. Kulney, New Brunswick 

Chas. J. Brady, Cartaret George J. Kuss, New York City 

H. W. Breder, Egg Harbor City Ed Leinpeter, Port Reading 

Frank A. Brown, Newark James LeParr, Hawthorne 

Harry A. Brown, Highlands E. H. McAllister, Moorestown 

C. Buono, Hawthorne John B. McNamara, Summit 

Chas. S. Burr, Bordentown Julius Magash, Bloomfield 

R. M. Cadman, Red Bank G. Mair, Carteret 

H. Campbell, Irvington Frank J. Maliszewski, South River 

Cc. S. Chandler, Elizabeth B. R. Mascutello, Long Branch 

Henry A. Christ, Milltown Arthur R. Mason, Masonville 

Thomas Coburn, Harrison John J. Masterson, N. Caldwell 

S. B. Conver, Ocean City A. Matoosky, Deal 

L. M. Crane, W. Caldwell V. F. Miller, Manasquan 

F. P. Crater, Gladstone Geo. S. Mitchell, E. Orange 

Wm. Crawford, Cedar Grove A. Mondrone, Bound Brook 

John J. Cullinan, Morristown Paul J. Moore, Newark 

G. F. Cumming, Bogota Chas. J. Morris, N. Bergen 

Gus L. Day, Mendham Arthur H. Mueller, E. Orange 

Dwight C. Decker, Nutley M. C. Murphy, Arlington 

J. C. Dempsey, Long Branch H. E. Nelson, Long Branch 

Mr. D’Esposito, E, Rutherford William F, O'Neill, Weehawken 

C. H. Dongal, Livingston A. J. Parker, Highlands 

Edward Filtz, Irvington G. H. Peary, Bogota 

Marvin Fisher, Delanco Peter Peterson, Port Reading 

Joseph E, Fix, Red Bank |. H. Petz, Long Branch 

Harry J. Francis, New Brunswick C. P. Phillips, Kirkwood 

Vernon Garabrant, Mendham Mr. Pidsburg, Hawthorne 

Joseph A. Geiger. Bayonne A. V. Pierson, Hightstown 

John J. Gilday, Hoboken Chas. Pinkavo, Springfield 

Wm. S. Ginglen, Bordentown O. B. Presbey, Long Branch 

Frank Gloor, Totowa Wm. G. Presbey, Long Branch 

A. Green, Morris Township J. H. Preston, Manasquan 

Freelan M. Green, Morristown Richard D. Quinn, Livingston 

C. W. Greenerd, Roseland C. W. Rapp. Cartarei 

Chas, Greenwald. New Brunswick Harry C. Rapp, Carteret 

W. H. Grills, Oceanport William Rapp, Carteret 

H. J. Groom, Englishtown K. B. Ridley, Teaneck 

Chas. A. Harvey, Long Branch K. V. Ridley, Teaneck 

Chris H. Hasselhuhn, Carlstadt Frank P. Rizzolo, Kearney 

J. David Hayes, Millburn Vincent D. Roache, Morristown 

°. O. Hemion, E. Rutherford Samuel E. Rogers, Red Bank 

Arthur Holt, Hawthorne Herbert Schell, Asbury Park 

Kenneth H. Hopper, Newark Joseph Schiavo, Port Reading 

Wm. M. Howatt, Kearney Emil Schmick, Verona 

Wm. K. Hunter, Haddonfield Charles Schroeder, South River 


L. K. Jackson, Long Branch Joseph Schwark, Long Branch 
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David Scott, Morristownship Edward H. Van Ness, Livingston 

Walter Scott, Kearny Emil A. Vogel, Middlesex 

Robert Smith, Ocean City John R. Vogel, Totowa Borough 

E. S. Spinning, Bernardsville Richard Weaver, E. Rutherford 

H. H. Stager, Long Branch K. P. West, Oceanport 

Merwin Stein, Long Branch Chas. A. White, Long Branch 

Henry Stolz, Bound Brook Chas. N. White, Long Branch 

William S. Taggart, Asbury Park Paul White, Long Branch 

G. Elmer Thompson, Mendham N. N. Wolpert, Fire ENGINEERING, 
J. Towey, Newark New York City 

Fred A, Trowbridge, Morristown D. A. Woodhouse, New York City 

Theodore Vallacchi, Bernardsville ohn Zanet, Clifton 

George L. Vanderbergh, Englishtown Wm. Ziegler, Hackensack 

Peter Van Dorn, Clifton Edward J. Zimmerman, Gladstone 





Short School Held at Corvallis, Ore. 


Chief Percy Tallman, Corvallis, was elected President of 
the Oregon Fire Chiefs’ School at the annual fire school held 
June 6-8 at the Oregon State College. The other officers are 
A. W. Bardell, Klamath Falls, First Vice-President; L. A. 
Loomis, North Bend, Second Vice-President; Thomas 
Coates, Tillamook, Secretary; Ivan Pearson, McMinnville, 
Treasurer; Tom Carlon, Bend, Trustee; W. F. Vandervelden, 
Forest Grove, Trustee; Charles Foster, Astoria, Trustee. 

The following program was followed: 

Afternoon session, 1 p. m. (Corvallis fire station)—Entire 
afternoon of drill evolutions under the supervision of Chief 
Rodgers with the Washingten State Fire Marshal department 

Evening session, 7:30 p. m.—Artificial respiration contest by 
competing teams from various fire departments. 





Thursday, June 7 

Morning session, 9 a. m. ire Preven- 
tion by Henry Lecocq; Value of Organization and Training to 
Fire Departments, by L. L. Mohr, Chief of The Dalles Fire 
Department; Eliminating Fire Hazards, by T. W. Carlon, 
Chief, Bend; Razing of Dilapidated Buildings, by Wilbur 
Dillon, Fire Marshal, Hillsboro; Forcible Entry and Other 
Fire Department Problems, by Chief Edward Boatwright, 
Portland Fire Department. 

Afternoon session, 1 p. m.—Arson Investigation, by Sergeant 
Clyde Warren, Oregon State Police; State and Municipal 
Records, by E. A. Taylor, Deputy State Fire Marshal; Organ- 
izing and Systematizing Thought, by Kenneth Beach, State 
Vocational Education Department; Insurance Rating in Cities 
and Towns of Oregon, by W. F. White, Oregon Insurance Rat- 
ing Bureau; questions on insurance grading, from the floor, 
answered by Mr. White with Mr. Beach at the blackboard; 
demonstration, the correct fire protection, by D. W. Murdoch, 
American-LaFrance and Foamite Industries. 

Evening session, 7:30 p. m.—The business session, elections 
of officers, etc., followed by Dutch lunch, given by the Cor- 
vallis Fire Department. 

Friday, June 8 

Morning session, 9 a. m.—Dangerous Gases from Combustion 
and Spontaneous Ignition, by Prof. George Gleason; Fire De- 
partment Hydraulics, by Prof. Fred Merryfield; Hose Prob- 
lems, by Prof. C. A. Mockmore; Loads and Stresses, by Prof. 
S. H. Graf. 

Afternoon session, 1 p. motion picture, “‘The 
Salvageman,” courtesy Jay Stevens, State Fire Marshal of 
California. 











A. C. Badger, Manufacturer, Dead 


Arthur C. Badger, President, Badger Fire Extinguisher 
Company, Boston, Mass., died at his home in Brookline at 
the age of seventy-two. For more than fifty years he manu- 
factured fire extinguishers. He was born in Boston in Janu- 
ary, 1862. Mr. Badger became associated with his father 
who headed the firm of E. B. Badger & Son. In 1920 he” 
organized his own company. Besides his widow, he is sur- 
vived by two daughters and a son. 





Ceiling Unit Generates Fog 


Harry W. Doughty, Professor of Chemistry, Amherst Col- 
lege, has developed a bomb-shape device which is hung from 
the ceiling and which automatically generates a fog of heavy 
inert gases to smother an incipient fire. The bombs are 
being manufactured by the Firetox System, Inc., Attleboro, 
Mass. There is a diaphragm in the container, and the gas 
pressure within presses against one side of the diaphragm 
and this is balanced by a column of glycerine on the other 
side. In the event of fire, a low-fusing cap releases the 
glycerine, which in turn releases the contents through a 
spreader, in the form of a fine mist. 





A disability and old age pension plan for presentation at 
the next session of the legislature, was adopted at the recent 
convention of the State Firemen’s and Fire Marshal’s Asso- 
ciation of Texas. 
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1. A. F. C. Convention Plans Well Advanced 


With an unusually fine technical program already laid out, 
and a large part of the exhibit space sold, plans for a big 
convention of the International Association of Fire Chiefs at 
Milwaukee are we!l advanced. The recreation features, too, 
are being given plenty of attention by the local committee. 

Up to date the following topics have been definitely as- 
signed : 

“The LA.F.C. Educational Program 
ress,” by Frank Cushman, 
Education, Washington, D.C 

“Civil Service Protection for Fire Departments,” by Joseph N. 
Sullivan, Chief, Utica, N. Y. 

“The Water System—the First Line of Defense in Fire Fight- 
ing,” by H. P. Bohmann, Supt. Water Works, Milwaukee, 


has Made Marked Prog- 
Chief, Trade & Industrial 


’, by John F. Healy, 
Chief, Denver, Colo. 

“Fires in Grain Elevators and Flour Mills,” by E. 
Chief, Minneapolis. Minn 

“Dust Explosion Hazards in Flour Mills and Grain Elevators,” 
by Dr. David J. Price, U. S. Dept. of Agriculture, Washing- 


A. Traeger, 


ton, D.C. 

“Forest and Brush Fire Fighting,’ by Chris Smith, Chief, 
Muskegon, Mich. 

“Modern Methods in Fire Fighting,” by Thos. J. Dougherty, 


Ex-Asst. Chief, New York City. 

“Property and Life Hazards are Increased by Severely Cold 
Weather,” by H. Callan, Chief, Youngstown, Ohio. 

“Precautions Necessary in the Care of Apparatus and Equip- 
ment,” by C. E. Ginther, Chief, Rochester, Minn. 

“Hydrant Service in Cold Weather,” by Hugo R. Delfs, Chief, 
Lansing, Mich. 

“Is the Increase in the Number of Large Fires Since the 
First of the Year An Indication of the Result of Weaker- 
ing of Fire Defenses Through Depression Curtailments?” 
by Frank McAuliffe, Chief, Salvage Corp., Chicago, I11. 

“Is the Failure to Replace Old Apparatus With the Modern 
Machines Materially Weakening the Fire Defenses of Our 
Cities?” by J. J. Towey, Chief, Newark, N. J. 

“What About Three Platoons in the Fire Service?” by E. T. 
Welch, Chief, Columbus, Ohio 

“Have Any Results from the Repeal of Prohibition Been Noted 
in the Fire Service?” by Ross B. Davis, Chief, Philadelphia, 
Pa 


“Rendering Aid to Rural Districts,” by J. E. 
Fire Prevention, Madison, Wis. 
“Should Fire Apparatus Pass Through 
Red?” by William H. Gardner, Chief, 

Kansas City, Mo 
“New Sources of Revenue for Fire 

I. H Vice-President and 

ENGINEERING 

A special rate has been secured by the Association of 1-1/3 

times the one-way fare for a Round Trip ticket. In addition 
to this, a special World’s Fair Round Trip rate has already 
been granted to those who intend to stop at Chicago enroute 
and returning from Milwaukee. 


Florin, Supt. of 


Traffic Lights 
Underwriters 


When 
Patrol, 


Protection 
General 


Purposes.” by 
Manager, Fire 


Case, 


Hudson Valley Volunteer Firemen Meet 


\ number of important resolutions were presented at the 
annual convention of the Hudson Valley Volunteer Fire- 
men’s Association held at Saugerties, N. Y., June 19-21. The 


association is trying to have Chief Chris W. Noll, Pough- 
keepsie, Secretary of the association, recommended for Presi- 
dent of the New York State Firemen’s Association. 





Allentown Fire Department Baseball Team 


Above is the baseball team of Allentown, Pa., Fire Department which 
would like to play firemen’s teams in nearby cities. It won the cham- 
pionship in the recently formed Indoor Base Ball League of Allentown. 
Left to right, standing, are Chief Edgar Wolf. Dick Eckert, Art Howells, 
Palmer Moyer, Paul Winters, Ira Rickert, Wilbur Wieder, Roy Buch- 
moyer and Joseph Geisinger. Director of Public Safety and Manager. 
Middle Row, Jakie Max. Alfred Koch, Bernie O’Donnell, and Norman 
Seagreaves. Front row. Ray Wolf, Walter Flores, Sterling Heydt, Jim 
Goddess and Ray Stettler 





FIRE ENGINEERING 


A resolution was presented that the present law govern- 
ing identification of firemen’s cars be amended so that accred- 
ited volunteer firemen may have some identication plate on 
their car without fear of arrest. Another was to designate 
the first Sunday of October as Hudson Valley Home Day. 

George B. Ohley, the retiring president, was presented 
with a past-president’s badge. : 

A large parade was held during the convention, and at the 
conclusion of the business sessions, the visitors were taken 
by motor car to the New York City Police Camp at Platte 
Cove. 





Ohio Chiefs Honor E. P. Welsh 


Youngstown was host to the hundreds of visitors who at- 
tended the seventeenth annual convention of the Ohio State 


Fire Chiefs’ Association, 
June 12-14. The delegates 
were welcomed by Mayor 


Mark E. Moore and Ralph E. 
White, President of the 
Chamber of Commerce. 

In his talk, Chief Harry 
Callan, Youngstown, recom- 
mended that the state should 
set up a program of fire pre- 
vention, fire protection and 
first aid; the state should as- 
sist in organizing regional 
training school; homes built 
by the federal government 
should be made as near fire- 
proof as possible. 





Percy Bugbee, Assisting 
Managing Director, National 
Fire Protection Association, 
spoke on, “Selling the Fire 
Department.’’ A. Bruce 
sielaski, with the National 
3oard of Fire Underwriters, 


gave a talk on “The Crime of 
Arson.” <A. F,. Gallagher, 
Counsel of Arson Squad, 
Cleveland, spoke on “Legal 
Technicalities to be met in the Prosecution of Arson.” R. B. 
Criswell, Fire Department instructor, Ohio Inspection 
Bureau, gave a demonstration in connection with his talk on, 
“Common Fire Hazards.” 

The Chiefs enjoved a fish fry at the Eagle Temple, and 
participated in a parade. 

The new officers, are Chief Edward P. Welsh, Columbus, 
President; Harry Kind, East Cleveland, First Vice-Presi- 
dent; D. Williams, Sylvania, Second Vice-President; Phil 
Harty, Secretary-Treasurer. The new directors are James 
Granger, Cleveland; Charles Kyle, Girard and Thomas 
Bryan, East Liverpool. 


Chief Edward P. Welsh 





Minnesota Firemen Meet at Hibbing 


The sixty-second annual convention of the Minnesota State 
Fire Department Association was held at Hibbing, Minn., 
June 12-13. 

A paper was read by Charles Gehke, Minnesota Insurance 
Division on “Arson.” George Martinson, Safety Superinten- 
dent, Pickands-Mather Iron Mining Company, spoke on 
“First Aid.” Sanford Herberg, Fire Underwriters’ Inspec- 
tion Bureau, read a lengthy paper on “Special Classification 
and Ratings of Municipalities,” in which he explained the 
factors that determine the various classifications. 

The association resolved to support laws that will assure 
pensions to former members of Fire Departments, their 
widows and orphans. 

W. Madden, Minneapolis, spoke on the “Northwest Fire 
School,” in place of Prof. Morris B. Lambie. The school 
will be held August 13-17. 

A well rounded out program for the visitors included a 
smoker, dinner, dance, and various inspection trips to points 
of interest. 

The officers are Chief Theodore K. Lee, Benson, President; 
William L. Murphy, Caledonia, First Vice-President; Ross 
Schmidt, Crookston, Secretary Vice-President; Fred Pfaen- 
der, New Ulm, Secretary; Peder N. Pederson, Moorhead, 
Treasurer; Chief Charles S. Dailey, Bemidji, Statistician. 

According to the rules of the association, the convention 
is always held in the town of the Second Vice-President, and 
will be held in Crookston. 
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Abel, Atlantic City Drillmaster, Killed 


Morris F. Abel, drillmaster of the Atlantic City, N. J., 
Fire Department, and a member of the department for 
twenty-three years, was killed while he was demonstrating 
rescue technique to two firemen. 

The firemen were standing in the drill yard watching Abel 
slide down a rope from the station tower. Halfway down, 
he was seen to let go, and he landed on his head. He died 
at a local hospital. His gloves were burned through in the 
slide. Drillmaster Abel was forty-eight years old. 





N. Y. Chiefs Meet at Jamestown 


Joseph Murphy, Chief of the Kingston, N. Y., Fire De- 
partment, was elected President of the New York State 
Association of Fire Chiefs at the annual convention held at 
Jamestown, N. Y., June 12-14, during the annual Mayor’s 
Conference. The other officers are Michael J. Fleming, 
Albany, First Vice-President; Elmer Brown, Binghamton, 
Second Vice-President; Chris Noll, Poughkeepsie, Secretary- 
Treasurer. 

The Chiefs were entertained at a stag outing by the Mox- 
ton Club of the Jamestown Fire Department. 





Town Folk to Buy Car for Al. Herring 


Albert Herring is more than Chief of the Fire Department 
for Murphysboro, Tenn. As he describes himself, he is 
“Murphysboro’s Handyman.” He has found time during the 
twenty-tour hours of each day to serve on many local charity 
and relief committees, projects for local betterment and prac- 
tically every movement fostered by an unselfish motive. 

And now the community feels that it should do something 
for its unselfish Chief. A dance is being held to raise funds 
with which to buy him an automobile for department use. 
Printing has been donated, and music and other things were 
secured gratis, so that the money received will go entirely 
for the purchase of Murphysboro’s gift to Chief Herring. 

On August 7, Chief Herring will have rounded out thirty- 
four years as head of the Fire Department. 





Report of Oregon Fire Marshal 


Those interested in reports of State Fire Marshals are 
urged to peruse the eighteenth annual report of A. H. Averill, 
State Fire Marshal of Oregon. 

Mr. Averill states, “This report differs from the conven- 
tional type of former years in that the statistical fire loss 
data have been presented in a more analytical form.” The 
presentation of fire loss data is more in line with the segre- 
gations adopted by the National Board of Fire Underwriters 
so that losses in the state may easily be compared with losses 
in other states. 

The report contains a five-year analysis of insured losses 
by counties. Each of the five years is listed separately and 
gives information on the number of claims, sound value, 
actual loss, amount of insurance, insurance paid, per cent 
loss to sound value, per capita loss, loss per $1,000 of value 
of all property exclusive of real, live stock, crops and in- 
tangibles. There is also a summary of fire losses by causes 
in each county. Other data of value are the annual reports 
of municipal fire prevention bureaus. It contains a section of 
the important fire marshal laws. The book contains a list 
of equipment received by Fire Departments in the state the 
past year. There is also the conventional list of deaths re- 
sulting from fire for 1933. 

This 133-page report should prove of great interest and 
value to fire department officers. 

N. N. W. 





Callahan Re-elected lowa President 


Chief H. J. Callahan, of Fort Dodge, Ia., was re-elected 
President of the Iowa Fire Chiefs’ Association for the fifth 
consecutive term at the annual convention held at Ames. 

The association will try to secure necessary legislation to 
divert the proceeds of the present two per cent insurance tax 


to the municipalities for a new equipment fund. It is also 
working on a plan for reciprocal aid. A list is being pre- 
pared of fire apparatus in every city in the state. The Chiefs 


want a change in the liability status relative to accidents 
involving fire apparatus on the public highways. 

A four-day fire school was held in connection with the 
convention. 


The extension department of Iowa State Col- 
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lege has decided to sponsor district schools in five or six 
key cities in the state for the benefit of members who can- 
not afford to attend the state college. 

The state officers were re-elected. They are Chief H. J. 
Callahan, Fort Dodge, President; Chief Joe Dobson, Keokuk, 
Vice-President and Chief Morris, Secretary-Treasurer. 





Beatty Heads New Mexico Firemen 


Chief F. H. Beatty, Clayton, N. M., was elected President 
of the New Mexico State Firemen’s Association at the 
twelfth annual convention held at Roswell. The other officers 
are Chief J. B. Camunez, Las Cruces, First Vice-President; 
Chief H. J. Mendenhall, Santa Fe, Second Vice-President; 
Chief S. E. Brentari, Gallup, Third Vice-President; Theodore 
A. Rosenwald, Albuquerque, Secretary-Treasurer. 

The Estancia Fire Department won the Salvage Cover 
Spreading Contest and received a cup awarded by the Moun- 
tain Field Club of Denver, Col. The next meeting will be 
held at Santa Fe. 





lowa Firemen Act on Pension Contracts 


A resolution that a bill be introduced in the state legislature 
to legalize pension contracts between cities and firemen, was 
approved at the annual convention of the Iowa State Asso- 
ciation of Fire Fighters held in Cedar Rapids. The delegates 
also resolved to take action guaranteeing maintenance funds 
after the Beatty-Bennett bill expires. 

The association re-elected Capt. Roy W. Vrba, Cedar 
Rapids, President. The other officers are Henry Schragge, 
Waterloo, First Vice-President; Clarence Chappel, Sioux 
City, Second Vice-President; William Hottle, Des Moines, 
Secretary-Treasurer. 





North Dakota Firemen Elect Craven 


C. B. Craven, Chief of Fire Department, Carrington, was 
elected President of the North Dakota Volunteer Firemen’s 
Association at its fiftieth annual convention held at Mandan. 
Other officers elected are B. A. Sell, Grafton, First Vice- 
President; E. E. Koenig, Underwood, Second Vice-President: 
H. L. Reade, Bismarck, Secretary; L. E. Correll, Casselton, 
Treasurer. The trustees are E. O. Waydeman, Anamoose, 
F. C. Robeson, Cando, and Mike Heidt, Mandan. The next 
convention will be held at New Rockford. 

Resolutions were adopted calling attention to the falling 
water level and the fire risk which follows it due to impaired 
water supply. The association indorsed the water conserva- 
tion program including the Missouri River diversion project. 





New Apparatus Siren 


A new vehicle siren has been developed by the Federal 
Electric Company, Chicago, IIll., that will coast for three 
minutes after the 
current is shut off. 
This siren has _ in- 
creased sound vol- 
ume and it halts 
traffic and clears the 
way for blocks ahead 
so that fire apparatus 
can make a _ quick, 
safe trip. It can be 
supplied with an 
electric brake which 
will stop it in less 
than one second. 
Stream lined and 
modern in design it 
is chrome finished 
throughout. It is 
furnished complete 
with switch and 
cable, ready to install, and is equipped with grease sealed 
ball bearing motor. 





Federal Siren 





An inter-community tournament will be held at Franklin 
Square, N. Y., July 21 by the Franklin Square Fire Depart- 
ment. The following departments will participate: Floral 
a New Hyde Park, Elmont, Stewart Manor and Franklin 
Square. 


Sudeith Chief of St. Paul 


William J. Sudeith has been appointed Chief of Fire De- 

partment, St. Paul, Minn., to fill the vacancy caused by the 

death of the late Chief Owen 

C. Dunn. Chief Sudeith is 

forty-seven years old and 

joined the department on Au- 
gust 12, 1909. 

He was promoted to Lieu- 
tenant on April 13, 1915; Cap- 
tain, June 1, 1921; Assistant 
Chief, July 24, 1930; re- 
instated as Captain, June 11, 
1932; appointed Chief, June 

In 1921 he completed a 
course in fire-fighting, rescue 
work, etc., at Cincinnati. He 
also attended and graduated 
from two schools under the 
supervision of Leon Wolf at 
St. Paul and one in Rochester 
Minn. 

In commenting on the ap- 
pointment, the editorial writer 
of the St. Paul Daily News 
said: 

“He has the respect of his 
colleagues, most of whom 
felt that his advancement 
would have come several 

interference of politicians.” 


Chief W. J. Sudeith 


years ago except for the 


Texas Firemen and Marshals Meet 


Efforts towards consideration of a firemen’s pension and 
relief fund bill in the state legislature were described at the 
fifty-eighth annual convention of the Texas Firemen’s and 
Fire Marshals’ Association at Mineral Wells, June 12-14. 

H. R. Brayton, Director of the Texas Firemen’s Training 
School and head of the Department of Chemical Engineering, 
Texas A. & M. College, told of the accomplishments of the 
school which is held each year. Six hundred men are expected 
at the school, which will be held at College Station, July 
16-19. 

Miss \Ima Armour, instructor in the Eden public schools, 
spoke on “Benefits to be Derived from the Teaching of Fire 
Prevention in Public Schools.” 

Chief G. E. Dalton, Coleman, stressed the need for venti- 
lation. H. A. Bertram, Fire Marshal, Bryan, spoke on the 
problems of a small town fire marshal and the need for 
periodic inspection of local buildings. Rev. J. C. Felger, State 
Chaplain, Victoria, read a paper, “Benefits Derived by the 
State Association from Organization of District Associa- 
tions.” 

\ number of races and contests were held for the enjoy- 
ment of the delegates 

The new officers are D. B. Clark, Beaumont, President; 
E. P. Hall, Weatherford, First Vice-President; Lewis 
Haynes, San Marcos, Third Vice-President; Olin Culberson, 
Edna, Secretary-Treasurer; Rev. J. C. Felger, Victoria, Chap- 
lain. 

The 1935 convention will be held at El Paso. 
other cities competed for the honor. 


A number of 


Fairfield County, Conn., Chiefs Hold Meeting 


The final meeting of the season of the Fairfield County 
Fire Chiefs’ Emergency Plan was held at the Southport Fire 
House, Fairfield, Conn., on the evening of June 14, with 
President Daniel Knickerbocker presiding. Preceding the 
meeting, a demonstration was given in an adjoining street 
of the Gilson All Angle Fire-Fighting Tools by Arthur 
Meyers, of the Lovell-Dressel Company, Inc., Arlington, 
N, J. 

Addresses were made by First Selectman John Ferguson; 
Second Selectman James Garrhouse and Fire Commissioner 
Edward Von Holst, of Fairfield; Chief William Sherwood, 
of the Southport Fire Department, and Chief Thomas Car- 
roll, of the Fairfield Fire Department. 

Captain O’Connor urged the members to give their support 
and attend the Connecticut State Firemen’s Association con- 
vention at Waterbury, August 17-18. 

Captain Walter M. Dawkins, Secretary 
Emergency Plan of Westchester County, 


of the Fire Chiefs 
described the plan 
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of zoning to be submitted to the meeting of the Westchester 
body for approval. He showed a chart for Mamaroneck, 
N. Y., and said that the principle of the new zoning system 
was for each Fire Department to be the center of its own 
zone. F 
Ex-Chief Smith, of Georgetown, spoke of the problem of 
the small town volunteer Chiefs, and suggested how the 
Plan might assist them. President Knickerbocker said that 
these were the men most needed in the Plan as members and 
urged all to push the membership campaign. Chief Veit, 
former President, also urged the pushing of the membership 
campaign and moved a vote of thanks for the Banner, which 
the Westchester body had presented to the Fairfield Plan. 
This was voted, f . 
It was voted to accept the invitation of Chief Thomias, of 
New Canaan, and hold the next meeting there on Septem- 
ber 26. 
The following are the Chairmen of committees appointed 
by President Knickerbocker: 
Membership—Chief Bernard Scully, Westport; Entertain- 
ment—Chief Thomas Burns, Brideport; Educational—Chief 
Hubbard, Glenbrook; Ways and Means—Chief Howard Mills- 
paugh, Darien; Publicity—Secretary John Moehring; Consti- 
tution and by-laws—Chief Carl Paterson, Trumbull; Civic— 
Ex-Chief J. A. McCullough, Portchester, N. Y.; Welfare—First 
Assistant Chief Frederick Carter, Shelton; Fellowship— 
Captain J. J. Sanger, Old Greenwich and Finance—Chief 
George Clark, Noroton Heights 


Newly Elected Chiefs 


The following have been elected to head the Fire Depart- 
ments in their respective municipalities: 


Albany, Ill—Harry D. Beach Redford, Mich.—Walter Cybart 
Wymore, Neb.—C. A. Lasher Mondivi, Wis.—C. E. Otis 
Baytown, Tex.—R. R. Ball Colfax, Ia.—J. H. Hahn 
West Bend, Wis.—George Kuehl- c ‘olfax, Cal.—Joe Termine 
thau Wausaukee, Wis.—D. W. Goggin 
Las Anmias, Col. — Dr. Claude Colby, Wis.—William Wilde 
Snyder Lodi, Cal.—George Polenske 
Blades, Del.—Percy Bowers Randolph, Wis.—H. R. Hopkins 





Story of Birmingham's Conflagration 


The story of the $3,000,000 conflagration which devastated 
4 section of Birmingham, Ala., is described in detail in a 
paper bound book, “Birmingham’s Fire,” issued by the 
Birmingham Firemen’s Relief Association. It contains a 
number of photographs of the fire and the chief officers of 
the department. The book sells for one dollar, the proceeds 
of which will go to the relief association. 





A “Century of Progress,” will be observed on October 4 
by Orangetown Engine Co., No. 1, South Nyack, N. Y. The 
company has the minute books and all records since its in- 
ception October 4, 1934. 





Fire Apparatus of Paris, France 


Nine men are carried in this enclosed type of fire apparatus at Paris, 
France. The pump is placed in the back and there is also space in the 
rear for hose and nozzles. The hose reels are raised close to the apparatus 
body and are dropped when the unit has arrived at a fire. 
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The pump 


BRONZE, 
of a fine grey iron. 
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insuring long life. 


W.S.DARLEY 4 co. 


DEFARTMENT. arcane 
raster - Su Pu 
Booster -¥ ond Hose Reel 


Giants in the Job They Perform! 


Simplicity of design has been combined with 
effective results in the Darley Champion. 
valves, springs, or complicated mechanisms to 

cause trouble. 
is of the rotary 
chassis under or back of driver's seat. 
moving parts, and the fact that both these parts are self- 
supporting means that the upkeep is practically negligible. 
The two moving parts, the rotor and idler, are made of 
The pump casing is made 


This assembly is easily installed on any old or new truck. 
t> Booster tanks correctly designed with filling troughs. 
Reels hold 200 feet hose. Power take-offs for any chassis. 
(> Parts sold separately. 
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Ww. s. DARLEY& Co. 


tvpe, mounted across the 
It has only 
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Any Tank 


No. C990, Champion Booster- Suction Pump, complete as illustrated 
above, including Power take-off assembly for Ford or Chevrolet 


$165 
CU Si i I wires ohnclv nk Rav RS oes nb ongcascecbas eens peng 


Other truck chassis require special power take-off at extra cost of $25.00. 


Consider This Offer and Guarantee! 


THE PRICE SEEMS SO VERY SMALL it is hard for our readers to believe this Champion 
Pump of ours can be so compact, so powerful and a real fire fighter at the price. © So you are 
welcome to try it and decide for yourselves. Keep it or return it AT YOUR OPTION. We don’t 
care what test you give it. or how hard you try it out. Try and strain it—all day, or every day for 
30 days, and YOU BE THE JUDGE of whether you keep it or not. Try it with a %-inch nozzle 
and watch the big stream, watch how far it carries and see how high it will go. Try a % or 5/16-inch 
nozzle tip and let it rip the shingles off a roof, bore into burning materials or rubbish or even tear 
the bark off of trees it is so strong. Drop the suction hose into a cistern or river and watch it 
INSTANTLY PRIME and suck or lift water 20 feet, or MORE. 

If you are not satisfied we would rather cheerfuly take the pump back than take your money. 
No. C991. Complete assembly, with Pump, Power take-off. Booster Tank, Reel, 

(as shown at left with 100-Gallon Capacity Tank for 
ER ER ER rere Pee ee rey Oe 1 Cee Ee 
No. €992. Complete assembly, with Pump, Power take-off, Booster Tank, Reel, Valves and Piping 
(as shown at left), with 200-Gallon Capacity Tank for 157-inch wheel base Ford $319 00 
I hd og oad nce nik Gore ak Ona Cade soos Reo aieeb ss kee tie eee ° 
No. C993. Complete assembly. with Pump, Power take-off, Booster Tank, Reel, Valves and Piping 


(as shown at left). with 300-Gallon Capacity Tank for 157-inch wheel base Ford 
THE BEST IN FIRE DEPARTMENT EQUIPMENT 


ESE (a. Sidieatl an dh wHle ee bab 60k shee 00 cdtenseucdensadéenuseeeees 
2810 Washington Blvd. CHICAGO 


Valves and Piping 


131-inch wheel base Ford or $269 00 








of your badge. 











, all, a good badge is a sensible investment. Not every- 
one can wear a fireman’s emblem of service. 
devoted your lives to saving life and property should be proud 


You will be if you wear a BRAXMAR BADGE. Over fifty-five 
years of experience goes into every badge you buy. 


Catalog on request. 


C. G. BRAXMAR CO., 242 West 55th Street, N 


RAXMAR 
ADGES 


Standard for Over Fifty Nears 





OUCE, 
WATER DAMAGE 
INSURANCE RATES 
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SALVAGE COVERS 


Read what Lt. Rutt says about Shuredry Covers: 


Had we not had this training the loss would have been much 
greater. . . . We used nine Shuredry 12x18 Salvage Covers, 
covering everything end building catch-alls to keep all water 
off the floor. We had men with mops and buckets keeping 
water bailed out of catch-alls and all floors dry. By doing 
this it is safe to say we saved this five thousand dollar stock 
of merchandise because their loss was very small, approximately 
forty dollars. This operation proved in our minds that salvage 
work is just as important as fire extinguishment. 

(Signed) Lt. Fred Rutt. 


Fire Departments all over the country are bettering a 
records through the use of Shuredry Salvage Covers. 75% of 
all fire losses are due to water damage. 





You men who have 
















ew York 





With efficient salvage drill and Shuredry Covers, contents loss in Fort 
Collins has dropped to a minimum. 


Write us today for information and prices on 
Shuredry Salvage Covers. 








Fulton Bag & Cotton Mills 


St. Louls Atlante Dallas 


Minneapolis Broekiyn New Orleans Kansas City, Kan. 








Please mention Fire ENGINEERING when writing advertisers 












Lieutenant Fred Rutt 
Fort Collins, Colorado 
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INDIAN FIRE 


Gives real fire protection. Stand- 
ard equipment for many rural 
and city departments. Uses only 
CLEAR WATER—no chemicals. 
Built strong. Throws stream 
50 ft. Quickly refilled. Write 


SECURITY 
WITH THE 


CAIRNS 


LOW HEAD—CUSHION LINED 


COMFORT AND 


COMFORTABLE AS 


HELMET 
YOUR OLD FELT HAT; 


WON'T SHAKE OFF Now is the time to start a new 


Never go to a fire with- Fire Record Book. 3 sizes. 
out the protection of a 350-700-1400 alarms. 


for prices and full details. good helmet. It may 


save your life. 
Manufactured by 


D. B. Smith & Co. 


444 LAFAYETTE STREET 





Ask for Catalog 227 


CAIRNS & BROTHER 


Established 1836 - NEW YORK 
HELMETS — CAPS — BADGES, RUBBER COATS, ETC. 





406 Main St. Utica, N. Y. 








Woodhouse Flasher Lights 
FOR 


~+ 


_») Fire Dept. - Police - Ambulance 


Flashes 50 Times a Minute for a 
Clear Road 
Adopted and in Service in 
Leading Departments 
6-Inch and 8-Inch Sizes 
Full Line 
Fire Department Supplies 
New 45th Edition Catalog on Request 
THE WOODHOUSE MFG. CO., INC. 
156 Chambers St. New York 


GEORGE J. KUSS 
Vice-Pres. and Treas. 


D. A. WOODHOUSE 
Pres. and Genl. Mer. 











Here I is suh! 


SAMBO 


Pats Out 
CHIMNEY FIRES 
Quickly 


THE GENERAL PRODUCTS COMPANY, INC. 
NORWALK, CONN. 








Highly Endorsed by Fire Chiefs Everywhere ! 


Chief Henry of Lexington, Ky. 


writes: 


Chief Gambrell of Dallas, Texas 
writes: 
"The ‘Fire Chief's Handbook’ is the 

work of one of vast experience. 

Every fireman should have a copy 

for study and reference.’ 


™ FIRE CHIEF'S | 
HANDBOOK 


By FRED SHEPPERD 


In Collaboration with the EDUCATIONAL COMMITTEE of the 
INTERNATIONAL ASSOCIATION OF FIRE CHIEFS 


THERE have been books on fire-fighting, but never anything so complete and authori- 
tative as the “Fire Chief's Handbook.” This book, a gold-mine of practical, helpful data, 


gives a reliable, up-to-the-minute answer to almost every question that might come up 
in modern fire-fighting practice. 


"It is very instructive and helpful. 
We find this book very convenient 
to refer to in our school work." 


For progressive fire chiefs, interested in up-to-date fire fighting methods, the “Fire 
Chief's Handbook” will be a mighty valuable reference guide. It gives to ambitious fire 
department officers and men, in plain, understandable form, information that should 
prove extremely helpful in preparing for promotional examinations. In fact, it is a 


book every fighter needs and ought to have. The Edition is Limited—Better Order Your 
Copy Today. 


CASE -SHEPPERD- MANN PUB. CORP., 24 W. 40th St., New York City 


°ESt = 


postpaid 


If the book isn’t what you expected, return it within 
5 days and your money will gladly be refunded. 





Here are some of the 
subjects covered: 


FIRE DEPARTMENT TOOLS 
AND EQUIPMENT 


MOTOR FIRE APPARATUS 
PUMPS 


FIRE EXTINGUISHERS AND 
THEIR USE 


FIRE STREAMS 
FIRE-FIGHTING METHODS 
FIRE STATION DESIGN 
TRAINING OF FIREMEN 
SALVAGE OPERATIONS 
BUILDING INSPECTION 
VENTILATION AT FIRES 
CARE OF FIRE HOSE 
CHEMISTRY OF FIRE 
HEAT AND ITS ACTION 
DRILL TOWERS 

DRILLS AND EVOLUTIONS 
FORCIBLE ENTRY 
EXPOSURES 


STANDPIPE WORK AT 
FIRES 


—and Many Other Things 


—__——_ 4 
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Westchester Chiefs Adopt Zoning Plan 


After the reading of a report of the Ways and Means 
Committee of the Fire Chiefs’ Emergency Plan by its Chair- 
man, former Battalion Chief 
Roy Wooley, Larchmont, N. 
Y., the report was adopted 
by the Plan. (Note—Details 
of this report will be found on 
page 224 of this issue —Ept1T0r. ) 
The meeting, which was the 
closing one for the season, 
was held at the River View 
Manor Fire House, Hastings- 
on-Hudson, with Chief Earl 
Krows, President, in the 
chair. The members were 
welcomed by Fire Commis- 
sioner Fred Charles, of Hast- 
ings. Treasurer Riviere re- 
ported the organization to be 
in good financial condition. 

A short paper was read by 
Chief John J. Brennan, Pel- 
ham Manor, and a retired 
pee ggg Chief of the New 

York Fire Department, on 
“Water Supply and _ Fire 
Flows.” Water, Chief Bren- 
nan said, is the natural enemy 
of fire and is the chief tool of 
the Fire Department. The 
National Board of Fire Underwriters gives greater impor- 
tance to water supply than to the Fire Department itself as 
a hre suppression agency, assigning 1,700 points out of a 
total of 5,000 points of deficiency to the water system as 
compared to 1,500 to the Fire Department. 

The Water Works Superintendent, Chief Brennan said, is 
interested in furnishing adequate quantities of water at good 
pressures for fire protection, but he is also interested in 
safety of the supply for drinking purposes. For this reason, 
the water works authorities might be so concerned with the 
purity of the water, as to neglect the matter of fire flow. It 
is, therefore, important for the Fire Chief to work in close 
cooperation ‘with the Water Works Superintendent, so that, 
in designing the water supply equipment, there may be an 
adequate quaxtity of water available for maximum fire drafts 
under the most severe conditions. 

In order to provide positive service under all conditions, 
duplicate supply mains of adequate diameter must be pro- 
vided. In determining the size of water mains, the fire flow 
must be taken into consideration, and also whether the dis- 
trict is business or residential. Chief Brennan cited the 
Underwriters’ requirements for maximum fire flow as from 
1,000 g.p.m. for 1,000 population, to 12,000 g.p.m. for 200,000 
population, and for over 200,000 population an additional fire 
flow requiring 2,000 to 8,000 g.p.m. The water mains must 
be of sufficient size to furnish maximum daily consumption, 
plus these fire flows. It is therefore apparent that a grow- 
ing community must continually increase its water main 
capacities, in order to fulfill these requirements. 

It is generally a part of the Fire Department’s duty to 
inspect and in some cases to install and repair fire hydrants. 
A part of this work should be to measure fire flows and 
main pressures. This should be done at least annually, and 
permanent records be kept for reference. Such a plan would 
reveal any closed valves or other weaknesses in the system. 
In closing, Chief Brennan urged a more close cooperation 
between the chief executives of the Water and Fire De- 
partments. 

A vote of thanks was tendered to Chief Brennan at the 
close of his paper. 

Secretary Dawkins outlined the work he intended to push 
the coming year. He referred especially to the matter of 
arson investigations. 

Chief Brennan suggested that the Secretary communicate 
with the District Attorney of Westchester County and ask 
for his cooperation in fighting cases of arson. Chief Bernard 
Scully, of Westport, Conn., announced that Assistant Dis- 
trict Attorney Wilbur H. Horan was present. Mr. Horan 
offered a most hearty cooperation with the Chief of the 
county in the prosecution of cases of arson. He believed that 
the heads of Fire Departments could do no more than he 
could in obtaining evidence in such cases. 

\t the request of the Chair, Robert H. Lockwood, Associate 
Editor, Frre ENGINEERING, described a plan of cooperation 
adopted by the Fire Department of Northern Kentucky. (Norre— 
Details of this plan will be found on page 225.—Eprrtor.) 


Chief Earl Krows 
Hastings-on-Hudson, N. Y. 
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President Krows announced the Committees for 1934-35 


with their Chairmen, as follows: 

Entertainment—Chief Steuhl; Membership—Chief Brennan, 
Verplanck; Ways and Means—Ex-Chief Wooley; Publicity— 
Deputy Chief Hagelston; By-Laws—Officers and Board of 
Directors; Civic—Chief Brennan, Pelham Manor; Educa- 
tional—Chief Dobbs; Finance—Chief Howe; Sergeant-at-Arms 
—Assistant Chief Falch. 

It was decided to hold the next meeting at Ossining, N. Y., 
on October 17. Refreshments were served by the Hastings 
tire Department at the close of the meeting. 





Three Jailed for Arson in Malden, Mass. 


Three men were sentenced to jail by Judge Beaudreau of 
the Superior Court in Cambridge, Mass., June 22 tor con- 
spiring to burn a dwelling in Malden, Mass. 

The fire occurred last January 7. William R. Miller, Med- 
ford, Mass., received a sentence of eighteen months, Edward 
Setnor, of Malden, Mass., received six months and a Victor 
Trager, Malden, twelve months, the latter being a son-in-law 
to the owners of the dwelling, Isaac and ‘lillie Gordon. 
Setnor and Trager pleaded guilty at the start of the trial, 
while Miller’s defence was a general denial, and he decided 
to stand trial. 

State Police Officer Edward Horrigan, and Wm. J. 
McAuliffe, Inspector, National Board of Fire Underwriters, 
handled the case for the State, while Assistant District 
Attorney Crafts, of Middlesex County prosecuted. Deputy 
Chief William R. Moran and Capt. John A. Carr, of the 
Malden Fire Department, were the principal witnesses in the 
case. 

Miller was previously charged with burning a dwelling and 
to defraud, but the jury at that trial found him not guilty. 
Setnor and Trager were witnesses at the trial. Immediately 
the government authorities brought the three men in on 
charges of conspiracy. 

The case caused much interest in Greater Boston, where 
these men have been under suspicion by the authorities for 
sometime. Chief Thomas A. Qualey, of Medford, with Chief 
W. J. Dooling, of Malden, were interested spectators at the 
trials. 





Southeastern Chiefs Hold Convention 


Honorary membership in the Southeastern Association of 


Fire Chiefs was voted to F. C. Pfaender, former Chief of 
Winter Haven, Fla., at the 
annual convention of the asso- 
ciation held at Winter Haven, 
June 20-21. 

Only one death occurred 
among the chiefs last year in 
the ten states which make up 
the southeastern area. 

Chief D. W._ Brosnan, 
Albany, Ga., spoke on, “Han- 
dling and Storing Inflamma- 
ble Oils by Department 
Stores.” L. C. Sledge, of the 
Southeastern Underwriters 
Association, gave a talk on 
fire prevention. 

Vice-President Foster re- 
vealed that in seven of the ten 
states in the southeast, in- 
cendiarism leads in the cause 
of fires, and in the other three, 
defective flues. He was fol- 
lowed by Chief W. S. Blan- 
ton, Savannah, who read a 
paper on, “Arson.” Ex-Chief 
Pfaender, Winter Haven, read 
a paper, “What Discipline 
Means and How to Obtain it.” 
W. W. Stephens, Anniston, Ala., spoke on, “Dust Explosion 
Hazards During Fire-Fighting Operations.” 

The Chiefs enjoyed a banquet followed by a water rodeo 
illuminated by floodlights. 

R. A. Foster, Chief, Portsmouth Navy Yard, Va., 
elected President; W. W. Stephenson, Anniston, Ala., First 
Vice-President; W. Q. Dowling, Jacksonville, Second Vice- 
President; R. S. Baughan, Norfolk, Va., Secretary-Treasurer. 


Chief R. A. Foster 


was 





The Borough Council of Sayre, Pa., has voted a three-mill 


tax for the purchase of fire equipment. 
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BOTH ENDS 


He was one of those visitors at a 
fire station who fail to appreciate the 
value of time. He had spent most of 
the morning in the house and when 
lunch time arrived, out of politeness, he 
was asked to join the firemen at their 
meal which had heen prepared in the 
company kitchen. The visitor’s conduct 
was not of the best and he was be- 
coming a bore. 

He speared a piece of meat from the 
plate, and intended his remark to be a 
jest, asked: 

“Is this pig?” 

To which a wit replied: 

“To which end of the fork do you 
refer?” 


The old time smoke-eaters were 
great lovers of horses. With them the 
animal came first. They would first 
take care of the horse before attending 
to their own wants. It was their be- 
lief that the horse is man’s best friend. 
But in that they are wrong. Who 
wants to come home and have a horse 
jump in his lap? 


A CORRECTION 

A weekly newspaper had the mis- 
fortune to make an error concerning 
one in the town’s employ. The matter 
was brought to the editor's attention 
in a most emphatic manner, and so 
the next issue carried the following 
correction: 

“Our paper carried the notice last 
week that Mr. John Doe is a defective 
in the police force. This was a typo 
graphical error. Mr. Doe is really a 
detective in the police farce.” 


Before she left for college, Mary’s 
ma told her to pick nice clean friends 
And did she pick them clean! 


BANKING METHOD 
“What became of the bill for fire 
hose that was sent us?” 
“Oh, I sent it back marked insut- 
ficient funds.’ ” 


There are two kinds of girls: Those 
who walk home from automobile rides 
and those who automobile home from 
walks. 


LIFE'S WORK 

The central station was thrown open 
for public inspection. At the formal 
opening, the Mayor was called upon to 
speak, the Chief and even the contrac- 
tor who erected the building. Later 
in the evening, a reporter seeking a 
story, cornered the builder and said: 

“T hear that since you made your 
fortune in the contracting business 
you've become a woman hater.” 

“Yes, that’s true,” he answered 
“T’ve spent the first half of my life 
digging ditches and the second half 
ditching diggers.” 


FINANCIAL REWARD 

The Chief and his family moved into 
a new neighborhood. Shortly after 
they became settled in their new house, 
a neighbor called, and during the con- 
versation, asked about the worries of 
being a Chief's wife. 

“IT never worry about my husband 
being in an accident when he doesn’t 
get home on time.” 

The visitor, without thinking, said: 

“It’s wonderful what insurance will 
do.” 


The penalty for bigamy is two 
mothers-in-law. 


BEYOND RELIEF 
Topeka, Kan. (AP)—An angry tele- 
phone subscriber, asserting another 
party on the line deliberately left the 
receiver off the hook, called the Fire 


Chief on the grounds that such action 
constituted a fire hazard. The Fire 
Chief decided he couldn’t do anything 
about it, even if it did prevent anyone 
on the line from reporting a blaze. 





It isn’t ice that makes people slip. 
It’s the stuff they put the ice in. 


SHASTA PUMPER 

The witty member of the company 
was showing the new fire apparatus 
to a most charming female member of 
the community. 

He explained to the lady, “We've 
given the engine a name. We call her 
Shasta.” 

“Because she’s a daisy,” volunteered 
the visitor. 

“No,” said the fireman. “It’s be- 
cause she has to have gas, she has to 
have oil, she has to have air—she has 
to have something all the time.” 





G Yi 








Lady: "But how about my chow?" 








¢ 


—Drawing by “Art” Espey. 


Fireman: "Quit worrying about the grub, sister. If you're that hungry when we 
get down, you can grab off a hot dog somewheres." 
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Because life depends 
on ladders at times 
only the best are used. 
Many chiefs feel the 


same way about— 


FABRIC( 


WAX_AND PARA GUM TREATED 


FIRE HOSE 


Factory: SANDY HOOK, CONN. 




















The one hose that does not require frequent replacements. 
Always reliable for fire service no matter how old, if the 
jackets are intact. 


Lined with three rubber tubes. 


BI-LATERAL FIRE HOSE CO. 


15 Park Row 20 N. Wacker Drive 
New York, N. Y. Chicago, Ill. 





MsPHERSON 
FIRE HOSE SHOE 


Does the 
' job of a 
~) Turret— 






and at much less cost 


If your needs call for a deck gun, a deluge set or a turret nozzle 
and, your budget can’t comfortably stand the price of these items, 
we suggest you get the dope on this new fire hose shoe. It actually 
— the place of other high priced equipment and does just as fine 
a job. 

It converts back pressure into down pressure, prevents backlash, 
stands on its own feet and takes all the pressure your hose will 
stand. Why subject your men to punishment when this hose shoe 
can be left standing in the tough spots. 


Write for full 
information—now. 


GENERAL 
APPARATUS 
CORP. 


1928 E. SEVENTH ST. 
LOS ANGELES, CALIF. 
























HEWITT-GUTTA PERCHA 


FIRE HOSE 


A complete line, including 
Wax Treated - Solid Multiple Woven 


AND 


Single and Double Jacket Hose 
Manufactured by 
HEWITT RUBBER CORPORATION 


BUFFALO, N. Y. 
“Territories Available” 











COMPRESSED 


FEDERAL air Horns 


The Modern Fire Alarm which is instantly recognized 
above the other city noises. For any type of fire 
alarm, electric or air, write— 


FEDERAL ELECTRIC COMPANY, INC. 


8702 S. STATE STREET, CHICAGO, ILL. 








Our Advertisers 


have data and informa- 
tion which can help you 
greatly. Get in touch 
with them. 





















The HALE COMPANY has never put on the market 
a pump that could not—and did not—pass the 
most rigorous tests under every condition. 











HALE FIRE PUMP CO., Inc. 


CONSHOHOCKEN, PA. 














We shall appreciate your mentioning FirE ENGINEERING when writing advertisers 


248 





CLASSIFIED ADVERTISING 





Wanted—Selling “Agents 


An old and highly regarded manu- 
facturer of Fire Hose can use the 
services of first class experienced 
selling agents in several open State 
territories. In your inquiry outline 
the territory covered, experience, 


Advertising 
Rates 


will be furnished gladly to all those 





previous lines handled and all other interested. Address: Advertising 

putnces — Address: Box No. Manager, Fire ENGINEERING, 24 

730, c/o Fire Encinerrine, 24 W. . 7 wry 

40th St., New York. W. 40th St., New York. 

July 9-1l—FLORIDA FIRE COLLEGE 5th Annual ese Daytona 
Beach, Fla. Chairman, J. F. Mac Millan, Cocoa, 

July 10-13—PROVINCE OF QUEBEC POLICE AND. ‘FIRE CHIEFS’ 
ASSOCIATION. 2nd Annual Convention, Hotel Chateau de Blois; 


Manufacturers’ Exhibits at Armory, Three Rivers. Que. Secretary- 
Treasurer, Robert N. QO. Harrington, Chief, Fire Dept., McColl- 
Frontenac Oil Co., Ltd., P. O. Box Suite 8, Windsor Hotel, Montreal, 


Can 
July 16-19 


MICHIGAN STATE FIREMEN’S ASSOCIATION. @th 
Annual Convention, and 6th Annual Fire College. Manistique, Mich. 
Secretary-Treasurer, Charles V. Lane. Charlotte, Mich. 

July 16-19-TEXAS FIREMEN’S TRAINING SCHOOL. Sth Annual 
School, A. & M. College of Texas, College Station, Tex. Director, 
H. R. Brayton, Box 119. College Station, Tex. 

July 17-18—-MARITIME FIRE CHIEFS’ ASSOCIATION. 2th An- 
nual Convention, Truro. N. S.. Can. Secretary-Treasurer, K. J. 
MacRae, Capt., Salvage Corp.. St. John, N. B. 

July 19%-NEW JERSEY MUNICIPAL SIGNAL ASSOCIATION. Next 
Meeting. Long Branch. N. J. Corresponding Secretary, Frank J. 
Dolan, Jersey City, T 

July 19-21 MONTANA STATE FIREMEN’S ASSOCIATION. 43rd 
Annual Coprention, Dillon, Mont. Secretary-Treasurer, D. E. Moser, 


Bozeman, Mon 

July 26-2 WASHING TON STATE FIREMEN’S ASSOCIATION. 12th 
Annual Convention and 4th Annual Fire College, Vancouver. Wash. 
Secretary. H. A. Jenkins, Bellingham, Was’ 

July 30-Aug. 2—FIRE SERVICE EXTENSION SCHOOL OF WEST 
VIRGINIA. 4th Annual School, West Virginia University, Morgan- 
town, W. Va. Address. Secretary. W. Va. Fire Chiefs’ Assn., Chief 
C. B. Powell, Romney, W. Va., or Prof. Lewis V. Carpenter, Director, 
School University. 

July 30-Aug. 2—WEST VIRGINIA FIRE CHIEFS’ ASSOCIATION. 
3rd Annual Meeting. West Virginia University. Morgantown, W. Va. 

Va 


Secretary. Chief C. B. Powell, Romney. W. 
Aug.—VIRGINIA STATE FIREMEN’S ASSOCIATION. 48th An- 
nual Convention, Suffolk, Va., second week in August. Secretary, 


Staunton, 


O. W. Dabney. Va 
CHIEFS’ 


Aug.—VIRGINIA FIRE ASSOCIATION. 6th Annual Con- 
vention, probably second week in August. Suffolk, Va. Secretary- 
Treasurer. Chief E. H. Rouse. Orange. 

Aug. 7-9%-WISCONSIN PAID FIREMEN’S: ASSOCIATION. 27th 
Annual Convention, —_ “a Wis. Secretary-Treasurer, William 
H. Schultz, Sheboygan, W 

Aug. 8-9—-INDIANA STATE 'FIREMEN’S ASSOCIATION. 18th An- 
nual Convention, Fort Wayne, Ind. Secretary, Burley Marshall, 
P. O. Box 520, Terre Haute, Ind. 

Aug. 13-17—NORTHWEST FIRE SCHOOL. 7th Annual Fire 
School, University of Minnesota, Minneapolis, Minn. Address, 


Executive Offices of University. 

Aug. 14-16-CUMBERLAND VALLEY VOLUNTEER FIREMEN’S AS- 
5 ag ~ < 33rd Annual Convention, Waynesboro, Pa. Secretary, 
. L. Jacobs, Waynesboro, Pa 

me 14-17—DOMINION ASSOCIATION OF FIRE CHIEFS. 26th 

Secretary, Chief James Arm- 


Annual Convention, London, Ont., Can. 
strong. Box 56, Kingston, Ont. 

Aug. 16-VERMONT STATE FIREMEN’S ASSOCIATION. 44th Annual 
Convention, Vergennes, Vt. Secretary-Treasurer, J. Shank, Poultney. 

t. 

Aug 17-18—-CONNECTICUT STATE FIREMEN’S ASSOCIATION. 
5ist Annual Convention, Waterbury, Conn. Secretary, D. W. Harford, 
South Norfolk, Conn 


Aug. 19-22—-NEW YORK STATE PERMANENT FIREMEN’S ASSO- 
CIATION. 16th Annual Convention, Utica. N. Y. Secretary-Treas- 
urer, Lieut. Frank A. Emden, Utica, N. Y. 

Aug. 20-22—-KANSAS STATE ASSOCIATION OF FIRE CHIEFS and 
KANSAS STATE FIREMEN’S ASSOCIATION. Respectively 18th 
and 47th Annual Conventions. Secretary, Chief K. D. Doyle. 
Wamego, Kan. Regional Fire Schools will be held as follows: Hays, 
October. 

Aug. 21- ‘@-n ASSOCIATION OF THE STATE OF NEW 
YORK. 62nd Annual Convention, Geneva, N. Y. Secretary, Fred A 
Davis, Fort Edwards, N. Y. 


Aug. 21-24-INTERNATIONAL ASSOCIATION OF FIRE CHIEFS. 
62nd Annual Convention, Schroeder Hotel, Milwaukee, Wis. Secre- 
tary-Treasurer, Ex-Chief James J. Mulcahey, Yonkers, N. Y.; Chair- 
man, Exhibit Committee, Chief Daniel B. Tierney, Arlington. Mass 

Aug. 22—MISSOURI VALLEY ASSOCIATION OF FIRE CHIEFS. 
Annual Convention, Schroeder Hotel, Milwaukee, Wis. (Meets second 


day of I. A. s" iS Convention.) Secretary-Treasurer, Chief Ray Til- 
ley, Waterloo, 

Aug. 2-30 KENTUCKY FIREMEN’S ASSOCIATION. Sth An- 
nual Convention, Newport, Ky. Secretary. W. P. Lipscomb, Fire 
Department Headquarters, Lexington. Ky 

Sept.—ARKANSAS STATE FIREMEN’S ASSOCIATION, 13th An- 
nual Convention, Monticello, Ark (Exact date to be decided later.) 
Secretary-Treasurer, H. D. Compton, Central Fire Station, Little 
Rock, Ark. 

Sept. 4#-NEW HAMPSHIRE STATE FIREMEN’S ASSOCIATION. 37th 


Annual Convention, Secretary, Oscar P. Stone, 


Portsmouth, N. H. 
312 Manchester St., . 


Manchester, N. 





FIRE ENGINEERING 


Sept. 4-5—-IDAHO STATE FIREMEN’S ASSOCIATION. 20th An- 
nual Convention, Rupert, Idaho. Secretary- ~~ Asst. Chief 
Warren Compton, Central Fire Station, Boise, 

Sept. 4-6—MARYLAND SHORT COURSE FOR VOLUNTEER FIRE- 
MEN. 5th Annual Short Course, Sasversity, of Maryland, College 
Park, Md. Dean A. N. Johnson, College of Engineering, University. 

Sept. 5-6—MISSOURI a OF FIRE FIGHTERS. 10th An- 
nual Convention, Jonge. _ Secretary-Treasurer, M. J. Mul- 
voy, 3500 South Grna’s uis, Mo. 

Sept. 11- iS MASSACHUSETTS: STATE FIREMEN’S ASSOCIATION. 
55th Annual Convention, Holyoke, Mass. Secretary, Daniel J. Looney, 
1137 Old South Bldg., Boston, Mass 


Sept. 14-15—EASTERN ASSOCIA TION OF FIRE CHIEFS. 7th Annual 
agg =p Hagerstown, Md, Secretary, Chief F. E. Soulé, Coates- 
ville, Pa 

Sept. 17-200—CALIFORNIA STATE FIREMEN’S ASSOCIATION. 12th 
Annual Convention, Santa Cruz, Cal. Pn Treasurer, E. 
Strasser, 1171 Tenth Ave., San Diego. Cal. 

Sept. 18-19-DELAWARE ‘VOLUNTEER FIREMEN’S ASSOCIA- 
TION. 14th Annual © cestnamere Harrington, Del. Secretary, Sam 


H. Carson, Dover, 
Sept. 18-19-IOWA FIREMEN’S ASSOCIATION. 57th Annual Con- 
vention, Creston, Ia. Secretary. Paul A. Soener, Independence, Ia. 
Sept. 21- 22—-EASTERN ASSOCIATION OF FIRE CHIEFS. 8th Annual 
Convention, Hagerstown, Md. Secretary, Chief F. E. Soulé, Coates- 
ville, Pa. 

Sept. 21-22—NEW JERSEY STATE FIREMEN’S ASSOCIATION. 57th 
Annual Convention, Atlantic City, N. J. (Tentative date. Exact 
date to be decided later.) Secretary, Evan F. Beners, Moorestown, 


26—FIRE CHIEFS’ EMERGENCY PLAN OF FAIRFIELD 

COUNTY, CONN. Regular Meeting, New ~eanen Conn. Secretary, 
cohn Moehring, Toms Road. Stamford, Con 

Oct. 1—TEMISKAMING FIREMEN’S ASSOCIATION. 19th Annual 
amg ay Rouyn, Que., Can. Secretary-Treasurer, F. E. Thomp- 
son, Box New Liskeard. Ont. 

Oct. 2-4 PENNSYLVANIA STATE FIREMEN’S ASSOCIATION. 
55th Annual nny ay Hotel Neff, Sunbury, Pa. Secretary, Charles 
E. Clark, Wayne. 

Oct. 16-18—IL LiNGIS. “STATE FIREMEN’S ASSOCIATION. 48th 
Annual Convention, Granite City, Ill. auetary. Assistant Chief Roy 
W. Alsip, Fire Department. Champa: paign. 

Oct. 17—FIRE CHIEFS EMERGENC PLAN (Westchester County, 
N. Y.). Next Regular Meeting, Fire Headquarters, Ossining, N. Y. 

Captain Walter M. Dawkins, Harrison, N. Y 


Sept. 


Secreta ry, 


Shannon Succeeds James C. Schwank 


Capt. Thomas H. Shannon was promoted to the post of 
Superintendent of the New York Fire Patrol to succeed Supt. 
James O. Schwank who re- 
tired on a pension after twen- 
ty-five years of continuous 
service. William A, Espy, In- 
spector of Patrols was ap- 
pointed Assistant Superin- 
tendent of the Fire Patrol in 
addition to his present duties. 

The promotions took effect 
July 1, and were recommended 
by the Fire Patrol Committee 
of the New York Board of 
Fire Underwriters. 

Supt. Shannon has been in 
the Fire Patrol service in 
New York city nearly thirty- 
eight years. He was ap- 
pointed a Fire Patrolman in 
Station No. 2, October 15, 
1896, then located in Great 
Jones street near the Bowery. 
In ten years he was promoted 
to Sergeant, three years there- 
after to a Lieutenancy and in 
1913 to the rank of Captain. 
He has been the Acting Su- 
perintendent since last Janu- 
ary when Supt. Schwank be- 
came ill. 

Supt. Shannon has had a most extensive and varied career 
in salvage work at fires. Much of his time in the service was 
spent in lower Manhattan on the East Side where for years 
he worked side by side with the then Battalion Chief ‘John 
J. McElligott, now Fire Chief and Commissioner. They are 
friends of long standing. 

Asst. Supt. Espy has been in the Fire Patrol twenty-two 
years, chiefly as investigator and supervisor. His new title 
and duties will make him the relieving officer in charge dur- 
ing Supt. Shannon’s absences on leave or vacation. 

Ww. Jerome Daty. 





Thomas H. Shannon 





A collection of junk is being used by the firemen of 
Sidney, N. Y., to help finance the purchase of fire apparatus. 
Residents have been asked to save paper, sacks, etc., and give 
them to the firemen. 
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INFORMATION 


; Just run down the list of equip- 
ment and jot down on the coupon below the numbers that 
indicate the equipment in which you are interested. Then 
fill out rest of the coupon and mail it to us. 
We will then request the leading manufacturers of 
such equipment to send you descriptive litera- 
ture and prices direct without any cost to 
you or obligation whatever. 
The manufacturers we notify will gladly 

























do 





Acid Siphons 

Adaptors for Changing Hydrant 
Threads 

Acid Jars and Rings 

Aerial Ladders, Detachable 

Aerial Trucks 

Alarms, Sirens, Electric 

Alarm Systems, Industrial 

Alarm Systems, Municipal Tele- 
graphic 

9 Alarms, Thermostatic 

10 Asbestos Clothing 

1! Badges, Insignias, Buttons, etc. 
R 


@enouraw N- 





12 $s, Tr P ts, etc. 

13 Battery Jars 

14 Battery Zincs for Fire Alarm Bat- 
teries 


15 Bells, Fire Alarm, Municipal 

16 Body Equipments 

17 Boxes, Gongs, Reels, 
Fire Alarm 

18 Brakes, Air 

19 Brake Linings 

20 Brooms, Fire 

21 Building Materials, Fire Retardant 

22 Caps, Firemen's 

23 Chains, Non-Skid, Fire Apparatus 

24 Chassis for Fire Apparatus 

25 Chemical Engines and Tanks 

26 Chimney Fire Fuses and Com- 
pounds 

27 City Service Trucks 

28 Coats and Suits, Firemen's Quick 
Hitch 

29 Combination Chemical and Hose 


Registers, 


Cars 

30 Cutting and Welding Equipment, 
Blow Torch 

31 Cutting and Welding Equipment, 
Electric 

32 Deluge Sets 

33 Door Openers, Fire Station, Auto- 
matic 


34 Electric Light Plants 

35 Extinguishers, Calcium Chloride 

36 Extinguishers, Carbon Dioxide 

37 Extinguishers, Soda-Acid 

38 Extinguishers, Carbon Tetrachlo- 
ride 

39 Extinguishers, Foam 

40 Extinguishers, Powder 





this because the 


every way possible in 
the improvement 
of their de- 
partments. 
So help 
your- 


self] 





41 Fire Boat Nozzle Equipment 


42 Fire Department Supplies, General 
43 Fire Exit Devices, Door Opening 


44 Fire Alarm Posts 

45 Fire Escapes, Portable 

46 Fire Escapes, Rigid 

47 First Aid Equipment 

48 Flare Lights 

49 Flashlights, Hand 

50 Flood Lighting Equipment 

51 Foam Generating Apparatus 
52 Foam Liquid for Extinguishers 
53 Gas Masks and Respirators 
54 Gas and Smoke Helmets 

55 Gas and Smoke Generators 
56 Goggles, Firemen's 

57 Helmets, Metal, etc. 

58 Hose Bridges 

59 Hose Carts, Reels and Racks 
60 Hose Clamps 

61 Hose, Fire 

62 Hose, Chemical 

63 Hose Holders 

64 Hose Jackets 

65 Hose Standardization Tools 
66 Hydrant Draining Pumps 

67 Hydrants, Fire 

68 Jacks for Fire Trucks 

69 Jacks, Shoring and Prying 
70 Ladders, Fire 

71 Lightning Arresters 


72 Motorcycles, Fire Dept. Equipped 


FILL IN THE 
COUPON 





FIRE ENGINEERING 
24 West 40th Street, New York City 


As a Fire Protection official | should like to have descriptive literature and complete information 
mailed to me, without cost or obligation, on the equipment indicated by the following numbers: 


are advertisers 
and good friends of this publi- 
cation and want to coop- 
erate with our readers in 


















































73 Nets, Life 
74 Nozzles, Pipes and Miscellaneous 
Brass Goods 

75 Packings, Pump 

76 Pads, Pole Hole 

77 Paints, Fire Resisting 

78 Priming Ether, Motor 

79 Pumping Cars, Standard 

80 Pumping Cars, Foam 

81 Pumps, Fire Apparatus 

82 Pumps, Fire Service, Stationary 

83 Pumps, Portable for Fire Protec- 

tion 

84 Record Books, Fire 

85 oe Valves 

86 Reviving Apparatus, en 

87 Rubber Clothing owe 

88 Salvage Covers 

89 Searchlights 

90 Shingles, Fire Retardant 

91 Shirts, Firemen's Special 

92 Sirens,Apparatus and Chiefs’ Cars 

93 Sliding Poles 

94 Soda and Acid Chemicals 

95 Spark Plugs, Fire Apparatus and 

Motorcycles 

96 Squad and other Auxiliary Cars 

97 Sprinkler Head Shut-Offs 

98 Sprinkler Supervisory Service 

99 Sprinkler Systems, Automatic, 
Foam 

Sprinkler Systems, Automatic, 
Water 

Steam Fire Engines 

Syphons, Water 

Tarpaulins and Fire Blankets 

Tetrachloride Chemicals 

Thawing Equipment, Hydrant 

Tires, Fire Apparatus, Pneumatic, 
Solid, Cushion and Non-Skid 

Tractors 

Traffic Clearing Systems 

Triple Combination Pumping Cars 

Uniforms 

Water Towers 

Wheels, Cushion 

— Fire Alarm, Compressed 

r 

Whistles, Fire Alarm, Steam 

Whistles, Fire Apparatus 

Wrecking Trucks 
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COVER’S 
NOD and SHAKE 
GAS MASK 


Carry It in Pocket. Slip on 
in a Jiffy. Positive Protection 
to Eyes Against Smoke. Safe 
in Fumes. > 


Price $48 per Dozen 
Upon receipt of $4.00 one will 
be forwarded as a sample, 
postpaid. 


H. S. COVER 


Station A 
SOUTH BEND, IND. 



























JOHN H. CLAY, INC. 
1320 Ridge Ave., Philadelphia, Pa. 


DOOR SPRINGS 


Complete Automatic Spring Outfits for Doors Opening 
In and Out. Used throughout the world. Once on the 
doors your door opening troubles cease. They last a 
lifetime. Send for Bulletins. 
































EDDY 
Fire Hydrants 


Are given preference by so many fire 
protection and water works men be- 
cause they know that more than half 
a century of experience go into their 
manufacture and they embedy valu- 
able and exclusive features. 


Write for the Facts 


EDDY VALVE CO. 
Waterford, N. Y. 
James B. Clow & Sons, Chicago Agents 
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It will help if you will mention Fire ENGINEERING when writing advertisers 
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N OTE the four distinct 

plies of fabric in this 
famous Eureka 4-ply hose. 
For more than fifty years 
the famous fire hose brands 
of Eureka manufacture 
have been known for 
service and quality where- 
ever fire-fighters meet. 
EUREKA FIRE H¢ 


7) ADW 


ISE MFG. CO. 


\\ 


Atlanta Denver New Orleans 
Boston Detroit Omaha 
Charlotte, N.C. Kansas City Philadelphia 
Chicago Los Angeles Salt Lake City 
Cincinnati Minneapolis Seattle 

Dallas Syracuse 














